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A PARTNERSHIP OF LEADERS 


Cruising Equipment Co. and Heart Interface Corp. are proud to announce their new partnership. 
On May 11, 1993, Cruising Equipment Co. was purchased by Valley Forge Corp., a publicly owned company, 
traded on the American Stock Exchange, and the parent corporation of Heart Interface. We are very pleased 
with this acquisition and are looking forward to dynamic growth and exciting new product developments. 


Cruising Equipment 


The Leader in Monitoring Innovation. 


CRUISING EQUIPMENT CO. SEATTLE WA. 


Heart Interface 


The Leader in Inverter Safety. 


Retail Price $349 


Our new Kilowatt-Hour+ Meter was created for the 
Department of Energy to provide instrumentation for one 
hundred electric vehicles that participated in competitions 
this summer. The data gathered from the Phoenix 500, the 
Atlanta Clean Air Gran Prix, the American Tour de Sol, and 
the Ford HEV Challenge, is the largest sample of energy 
performance data that has ever been collected. The final 
report on this data is yet to be published, but the preliminary 
analysis has established the benchmark of 4 miles per 
kilowatt-hour at 50 miles per hour. We are proud to have 
been selected as the metering standard for these exciting and 
leading edge competitions. 


The Kilowatt-Hour+ Meter is capable of measuring from 0 
to 500 Volts and currents ranging from -500 to +500 Amps. 
An RS-232 output to a PC is standard. It is manufactured 
with the same high quality components and testing standards 
as our famous Amp-Hour+ and Amp-Hour+2 Meters. 


“T use mine on a daily basis and will recommend it to any 
electric car buff I meet!” Mark Parthe 


DEALER INQUIRIES INVITED 


CRUISING EQUIPMENT CO. 
6315 Seaview Ave. NW 
Seattle, WA 98107 
(206) 782-8100 FAX (206) 782-4336 


Heart Interface pioneered high performance power inverters 
and continues to lead the industry with the introduction of the 
first “Inspector Friendly” UL Listed inverter/chargers for 
Residential Photovoltaic Installations (Standard UL1741). 


Three new models of inverters are now available that have 
earned the UL mark of safety: 


The Freedom 10 features 1,000 VA of continuous inverter 
power and a 50 Amp three stage charger. 


The Freedom 20 provides 2,000 VA of continuous inverter 
power and a 100 Amp three stage charger. 


The Freedom 25 offers 2,500 VA of continuous power and 
a 130 Amp three stage battery charger. The Freedom 25 
offers dual AC input which will accept either 120 or 240 
VAC. This important feature helps balance the load between 
the two phases of an AC generator. 


DEALER INQUIRIES INVITED 


heart interface 
Xd 
811 Ist Ave S. Kent, WA 98032 


WA(206) 859-0640 Fax (206) 859-3579 
(800) 446-6180 
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From Us to You 


Who owns the sun? 


Richard Perez 


©1993 Richard Perez 

nergy is an essential element of modern life. Ever 

since the industrial revolution, our energy 

consumption and dependence has skyrocketed. 
Budding industrialists clearly saw our future use of 
energy at the close of the 19th century. These early 
energy pioneers bought, controlled, and distributed the 
then known sources of energy — coal, oil, and natural 
gas. The descendants of these early energy 
entrepreneurs are our modern energy businesses — 
electric utilities, oil companies, and natural gas 
companies. 


Energy as a commodity 

Energy companies sell us their product. Who among us does not pay an 
electric bill, or a gas bill, or pay the gas station for fuel for a car? It has been 
this way since the early days when these companies cornered the then 
difficult to access, process, and distribute energy sources. Oil, coal, and 
natural gas are, and always have been, commodities to be bought and sold. 
And in the business of owning and selling energy, energy companies have 
been very successtul. 


In 1968, | first heard that electric power could be made directly from sunlight 
— photovoltaics. The real implications of the photovoltaic module didn’t 
dawn on me for over twenty years. Here is an energy source that is free to 
access, already processed, and delivered daily everywhere to everyone. 
Sunlight is freely offered to us all rather than hidden in holes in the ground 
which can be owned and controlled. PVs convert sunlight directly into 
electricity in a single silent step. Contrast this with an oil refinery, coal mine, 
or natural gas plant. 


Photovoltaics are the first widely applicable electric power source which is 
not a commodity. Solar energy is the first power source that can break the 
energy companies’ monopoly on power. While this revolutionary aspect of 
solar power remains unrealized by most of us, energy-selling companies 
were quick to see sunshine’s impact on their businesses. Just as the early 
energy pioneers saw our coming dependence on oil, coal, and gas, modern 
energy companies see our future dependence on solar energy. 


Utilities, both public and private, are now planning on selling solar energy to 
their ratepayers. The specific scenarios vary from large utility scale solar 
power plants, to distributed production with PVs on everybody’s roof, to utility 
leasing of PV systems to off-grid homes. In common to all scenarios is that 
the utility sells us the solar power — we don’t own it. 


continued on page 88 |: 
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“ Think about it...” 


Let us hope 
that the sun, 
even though 
captured, 
will be free 
to the peoples 
of the world. 


G. Don Graham 
(sent by ] ack Thompson) 
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Above: A thirteen foot diameter overshot hydro wheel makes 
2,000 watts of electric power. Photo by Richard Perez 


Handmade 
Hydro Homestead 


Bob-O Schultze 


©1993 Bob-O Schultze 


n 1975, Matt and 

Roseanne Olson's diesel 

generator died. Faced 
with an expensive repair, 
Matt figured this was as 
good atime as any to build 
the hydroplant which he’d 
been collecting parts for 
over the past four years. 
With the help of his good 
neighbor and friend, Rod 
Ward, he set to work 
building a temporary fix for 
his generator problems. 
Eighteen years later, that 
“temporary” fix is still 
producing clean, 
renewable electricity. The 
old diesel plant has long 
since been traded for 
spare parts. 
Location is Everything 
Matt and Rosie live at the confluence 
of Methodist Creek and the Salmon 
River in Northern California. Their 
homesite lies in the western part of 
the Klamath National Forest. This 
river corridor is still very scenic and 
colorful, despite placer mining before 
and during the 1930s, the ravages of 
two major fires, and extensive road 
building and timber cutting by the 
Forest Service over the past 30 
years. The beauty of the Salmon 
River Country is due in no small part 
to reclamation by folks like the 
Olsons and small-scale miners along 
the river who have adopted an 


attitude of stewardship and living with 
the land rather than from it. 


This country is a dandy place for low- 
impact microhydro because of the 
many creeks and springs which feed 
the Salmon River. The nearest 
electric utility lines are 23 miles away 
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through one of the steepest, most 
picturesque river canyons in 
California. Even if the locals wanted 
utility power — which they don’t — 
and even if the utility was willing to 
provide it — which they aren’t — the 
cost and visual impact to the area 
would be prohibitive. So it’s a case of 
using what Mother Nature provides 
on-site and learning to live on her 
terms. Not a bad philosophy for all of 
us. 


It’s the Water 

It takes a fair amount of water to run 
an overshot wheel. Matt & Rosie’s 
hydro and irrigation water comes 
from a recycled mining ditch which 
flows along the back edge of their 
property. A weir, that is, an adjustable 
gate, at the intake from Methodist 
Creek determines the flow into the 
main ditch which feeds the ram 
pump, flood irrigation check ditches, 
and, finally, the overshot wheel itself. 
This weir restriction serves two 
functions. First, it keeps out the 
anadromous fish which use Methodist 
Creek as a spawning ground. The 
existence of large redds, or spawning 
beds, at and above the intake attest 
to its low impact. Second, the weir 
limits the flow of water into the ditch 
during high water periods which 
would cause erosion of the ditch 
banks and overspeeding of the 
wheel. 


All along the ditch, trees, bushes, and 
a giant thicket of blackberry vines 
drink their share of the water. How 
much do they take? “About 500 
watts/hour worth during a hot 
summer's afternoon,” according to 
Matt who can watch the power drop 
as the temperature climbs. “The 
plants, grass, and especially Rosie’s 
flower garden come first where the 
water is concerned,” said Matt. “In 
low water years we may have to shut 
the wheel down for up to three 
months because they get priority.” 
After the water leaves the wheel, it 
flows down through an overgrown 
mining tailrace and into the Salmon 
River, none the worse for wear. 


transmission for the hydro. Photo by Richard Perez 


Recycle, Reuse, Rebuild 

Nearly every part of Matt & Rosie’s hydroplant has been reincarnated 
after dying as something else. The hub and main shaft of the 13 foot 
diameter overshot were part of a 24 inch Pelton wheel with the cups 
removed. The one inch steel rods radiating from the hub came from a 
scrap metal pile. The floor of the buckets and the 18 inch x 12 inch deep 
buckets themselves were painstakingly cut from an old dump truck body 
and individually welded into place. Most of the pulleys, sprockets, and 
jack shafts for the speed multiplier gear train were bartered or 
scrounged from deceased mining and farming machinery. About the 
only things purchased new were the bearings for the main and jack 
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Hydro 


shafts and the V belts. In 1975, those items cost 
approximately $250. To replace them all at today’s 
prices would run about $550. 


The 1800 rpm 2.6 kiloWatt Kurz-Root ac generator 
came out of a 1940s military portable GenSet. Matt 
replaces the brushes about twice yearly and trues the 
commutator and slip rings every couple of years. He 
tells a great story about filling a missing commutator 
insulator with JB Weld™, which turns out to be 
nonconductive, and turning it down on a lathe. “That 
was over a year ago, and the dang thing still runs 
great.” 


The Hydroplant 

The total head of the Olsons’ hydro system is about 14 
feet. This includes the pitch on the wooden chute which 
acts as a nozzle and the 13 foot diameter wheel itself. 
At full output, the Olsons’ hydro system produces 2,500 
watts (2.5 kiloWatts) of 120 volt, 60 Hz ac power. This 
hydro produces a whooping 40 kiloWatt-hours daily. 


The wheel uses one cubic foot per second (cfs) of 
water, and turns at 12 rom while under load. Through a 
system of jack shafts that would do Rube Goldberg 
proud, the speed is increased to approximately 2000 
rpm. Maintenance consists of greasing all the bearings 
weekly and knocking some of the ice build-up off the 
wheel during the coldest part of the winter. 


Living with an ac Hydroplant 

There are no batteries, inverter, or controls that we 
normally associate with a stand-alone renewable 
energy system. It’s rolling thunder and you have to use 
what you produce — one way or another. Increasing 
the wattage loading past the generator’s output will 
cause low voltage brownouts and lower than 60 Hz 
power frequency. Decreasing the load on the generator 
will cause the wheel to spin faster, subjecting all the 
appliances and lights to a high voltage and frequency 
condition. 


Below: The power transmission increases the low speed (12 rpm) of the overshot water wheel to high speed ©2000 
rpm) at the electric generator. The wheel is coupled to the uppermost shaft in the photo. Here a chain drive is used 
to transfer the power to the next shaft at a higher speed. In all, four shafts are used to speed up the water wheel’s 
power output by about 160 times for electric power generation. Photo by Richard Perez 
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Above: Matt and Rosie’s hydro powered homestead. 
Not only does falling water provide the electricity, but it 
also drives a ram pump to pump water for the house 
and gardens. Note the lights burning in the living room 
during the middle of the day. This is a typical practice in 
120 vac 60 cycle hydro systems. 


Below: The flume delivers about one cubic foot of water 
to the wheel every second. Photos by Richard Perez 


Hydro 


the physics Of 
z. 


Z 


ravity powers the overshot water wheel. 
G The water falls and as it falls it does what 

physicists call work because its mass is 
accelerated by the pull of gravity. The overshot 
water wheel converts the energy of the water’s 
falling mass into mechanical power at the wheel’s 
axle. The amount of power available for conversion 
depends on two factors: the amount of water per 
second flowing over the wheel, and the vertical 
distance that the water falls. Here’s the equation. 


P=Wh 
0.7376 
where: 
P = the available power in watts 


W = the weight (in pounds) of water flowing 
over the wheel per second. A gallon of 
water weighs about eight pounds. A cubic 
foot of water weighs about 64 pounds. 


h = the distance (in feet) that the water falls. 
Most overshot wheels only capture the 
water for 120° of their rotation. With 120° 
rotation, h is equal to 1.5 times the wheel’s 
radius. 


The 0.7376 is a fudge factor to make the Power 
unit come out as watts rather than foot-pounds per 
second. 


From the equation, two facts are obvious to every 
hydromaniac — the more water flowing over the 
wheel per second the better, and the longer 
distance that the water falls the better. These two 
factors, flow and head, determine the power 
potential of all hydros regardless of type. 
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Above: Matt Olson. 


Matt and Rosie use the simplest form of manual load 
management. They leave the lights on. Rosie jokingly 
says, “I’ve had friends who don’t know about the 
system come to the house and tell us ‘That must have 
been a hell of a party last night for you to go to bed and 
leave all the lights on!’ ” They also keep an eagle eye 
on the voltage and frequency meters mounted in the 
kitchen between the sink and the refrigerator. “We just 
always glance at it as we go by, it’s not even something 
we think about anymore,” according to Rosie. What 
better place for metering than the highest traffic area in 
the house? It’s a great place to install the system 
instrumentation in any RE powered home. 


This kind of load management would be very difficult — 
even dangerous — with a high rpm impulse wheel 
system like a Pelton, but the overshot wheel turns at 
only 12 rpm. Consequently, it takes a while to change 
the rpm of the generator, and hence change the voltage 
and frequency, one way or the other. Time enough to 
turn an appliance on and some lights off without a mad 
dash for the switch. 


Hydro-power Appliances 

Matt and Rosie’s system powers all the electrical 
appliances they need. Like most folks powered by 
hydro, they were vague about their power consumption. 
When your concern is keeping the hydro’s constant 
power output under control, things like lights burning all 


night are common. Matt and Rosie power lighting, a 
satellite TV system with color TV, Matt's machine shop 
full of power tools, and a slew of kitchen appliances. 
Cooking and water heating is fueled by propane. 


Using Water to get Water 

Rather than using electricity to run a pump for the 
house water, Matt and Rosie use a 40 year old Rife™ 
ram pump. The Rife is fed through a 2 inch diameter 
pipeline dropping about 20 feet from the ditch into 
another ancient mining tailrace. They’ve been using the 
Rife continuously for the past 24 years! 


The ram pumps against a large pressure tank which 
also feeds a couple of sprinklers for the lawn during the 
summer and an open overflow line in winter. Matt 
figures that the Rife produces about 10-15 gpm. By 
keeping track of the amount of water being used 
continually, they can maintain about 25-30 psi of 
pressure in the tank. Plenty for most household uses. 


Matt has modified the captive air tank on the ram pump 
by adding a couple of small petcocks. These valves 
make the weekly chore of draining the water and re- 
establishing the air “cushion” in the pump just a five 
minute job. The only other maintenance Matt has 
performed during the ram pump’s 24 year tenure is 


Below: Rosie Olson visits in her beautiful garden. 
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Above: This Rife™ hydraulic ram pump has been 
pumping the Olson's water for the last 24 years. RIFE Hydraulic Pumps 
replacing the rubber seals and gaskets “every five Camera ready 
years or so.” After buying the first set of replacement 3.5 inches wide by 3.25 inches tall 


gaskets, Matt has been making his own out of a section 
of discarded rubber conveyor belt. 


Conclusion 

It wasn’t all that long ago when the Olson’s lifestyle and 
philosophy of recycling, rebuilding, and reusing was 
considered pretty backward. Today, most of us have 
caught on to the three “Rs” in one way or another, and 
it turns out the Olsons are pretty forward after all. 


Join us and get your hands-on! 


Learn the practical use of solar, wind and water power. 


Oct.4-7 Solar Water Pumping 
Oct.11-21  Micro-Hydro Electric Systems 
Oct. 25-Nov.4 Solar Home Design Principles 
Oct. 25-Nov.4 | Wind Power 
Nov. 8-18 Advanced Passive Solar Design 
Call now # of Weeks a 
for Fall workshop a 
; 1,15) 
details _ 1'500 
or write for 1800 
more info 2400 
and our 1994 2,700 
Workshop F ae 


Schedule Additional weeks at 
$200 per week 


Solar Energy International 


Renewable Energy Education and Sustainable Development 


BOX 715, CARBONDALE, COLORADO 81623 
(303) 963-8855 * FAX (303) 963-8866 
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PV 
in 
the 
City 


Burke O’Neal 
& Ben Fiore 


©1993 Burke O'Neal & Ben Fiore 


System 


Above: Burke and Ben reaching for the sun. 


ur fascination with energy can be 

traced to our childhood — we 

have known each other since we 
were three. Inspired by President Jimmy 
Carter’s sweater-wearing speeches, | 
was always sneaking over to the 
thermostat and trying to turn it down. 
Ben built a solar town for his fourth 
grade science fair and won a blue 
ribbon with it. | give yearly presentations 
to fourth graders on pollution and 
different forms of energy. Last summer 
we took our solar message to the 
Lollapalooza festival where we enticed 
the progressive rock nation with our 
solar-powered boom box. In this article, 
we will describe the operation of our 
present photovoltaic energy system. 
Both of us are undergraduates in Mechanical 


Engineering at the University of Wisconsin, Madison. 
As our interest in alternative energy grew, we began 


amassing the equipment for the photovoltaic power 
system we presently use. When we moved out of our 
old neighborhood and into a downtown apartment, we 
decided we would get most of our electricity from the 
sun. It wasn’t an easy task. First of all we encountered 
a lot of resistance from our landlady. After placing an 
ARCO QuadLam module outside our front south facing 
window, we got a message on our answering machine. 
“I want you to remove those solar panels 
instantaneously. | don’t like them one bit. My building 
looks like student housing.” But later she agreed that 
we could put them on the roof as long as we promised 
not to create any permanent damage. 


We did a lot of research and reading about the electric 
code and realized it would be impossible to meet all 
electrical code requirements unless we altered the 
apartment significantly. We installed UL listed circuit 
breakers and clad the DC run into the apartment and 
the wires connecting the controls in conduit. We also 
installed a grounding rod to reduce damage in case 
lightning strikes near the panels. 


The PV panels 

Our photovoltaic (PV) system consists of two sets of 90 
Watt ARCO QuadLams, 18 Watt and 30 Waitt 
unbreakable Solarex panels, and a 40 Watt Solarex 
MSX-40 surplus module. With the exception of the 
unbreakable modules, the modules are mounted on the 
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System 


268 Watts peak electric power from the sun 
+ + 
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Eight 6 Volt Exide battery 
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roof of our two story apartment building. The 
unbreakable panels rest on our awning, allowing easy 
removal to take to the beach, UCS (Union of 
Concerned Scientists) information tables, or PV 
demonstrations and speeches as well as for instant 
snow removal. The panels on the roof are wired for 12 
Volts DC necessitating two 50 foot runs of #10 gauge 
Romex to the batteries. The section running through the 
window and to our control system is clad in conduit. A 
piece of scrap Styrofoam was cut to allow the conduit to 
pass through the window; the window closes onto the 
foam. The frames of the solar panels are all grounded 
to an eight foot copper pole sunk into the ground on the 
side of the apartment. 


Batteries 

The control board and battery box lie in one corner of 
our living room. We have eight 6 Volt, 220 Amp-hour 
Exide golf cart batteries configured for 12 Volts — a 
total of 880 Amp-hours capacity. We decided not to 
ground the negative terminal of the battery. The battery 
box is constructed of % inch wafer board, and the 
bottom is lined with fiberglass food trays. All seams in 
the box are sealed with silicone rubber. Several holes 
were drilled near the bottom of the box to permit air to 
enter. It is vented with a 4 inch diameter dryer hose out 


Burke and Ben's apartment system 


a window. We cut out a piece of scrap Styrofoam that 
allows the dryer hose to go through; again the window 
closes tight onto the foam. At night and on cloudy days 
we plug the hole to prevent heat loss. 


Control panel 

All our controls are mounted on a % inch plywood board 
in front of the battery box. The positive wire from the 
solar electric panels runs into one side of a double pole 
30 Amp square D circuit breaker and then to a steel 
enclosure containing an SCI charge controller. An 
ammeter and voltmeter are located in the cover. The 
power then flows through the other half of the 30 Amp 
breaker and into the batteries. Coming out of the 
batteries, the wire runs through a 30 Amp breaker 
connected to a 250 watt Statpower and a 15 Amp 
breaker connected to our DC loads. The DC loads are 
wired with Romex and located close to the battery box 
in our living room. The ac loads are distributed 
throughout the whole apartment connected with 
extension cords. 


DC refrigeration 

During the warm months we use a super insulated 36 
quart, 12 Volt thermoelectric cooler. (The super 
insulation is four inches of polystyrene for an additional 
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R-26 insulation.) We retrofitted the cooler 
with a homemade digital thermostat using 
Radio Shack parts and some assistance from 
Engineering Technical Services at the 
university. When the refrigerator is running it 
consumes about 48 Watts. However, with the 
thermostat it only cycles on about half the 
time, and even less at night when no one 
opens it. 


This unit is our largest summertime load so it 
is reserved for about three days per week 
use, depending on the weather. We are both 
vegetarian so refrigeration isn’t a big priority. 
We can get fresh vegetables at a whole food 
grocery about a block from us, and dried 
beans, pasta, grains, and rice don’t need 
refrigeration. The unit works OK for items 
such as beverages and foods that that are 
already chilled. However it takes a very long 
time to cool down warm leftovers and would 
probably not be safe for cooling down cooked 
meats. It is also less efficient than a Sun 
Frost refrigerator which neither of us could 
presently afford. (Someday, though!) | hope 
by then compressor type refrigerators will no 
longer contain CFCs (ChloroFluoroCarbons). 


For the winter we feel we have the best 
refrigerator an environmentalist could ask for. 
This is simply a two foot high, three foot 
across and three foot deep box insulated to 
R-13 designed to set in our window. About 
one fifth of the unit projects outside. A small, 
1.4 W DC brushless fan blow the cold 
outside air through the box when the 
temperature in the box rises above the 
temperature we set the thermostat to. If the 
thermostat is set for 33°F, for example, and 
the temperature outside is 40°, the fan will 
circulate air, keeping the temperature at 40°. 
If the temperature outside is below 33°, the 
fan will stop running as soon as the 
refrigerator temperature drops to 33°, thus 
stopping the forced air circulation and 
preventing our food from freezing. We use 
the same digital thermostat that is used for 
the summer refrigerator. 


Two 3 inch diameter plastic dryer hoses 
about two feet long lead from the back of the 
box allowing air to enter and exit. This serves 
a dual purpose. First of all it prevents water 
from getting in. It also serves to prevent too 
much outside air from circulating when the 
fan is not running, which would cause 


System 


Above: Burke on friendly terms with the landlady of their 
apartment building. The Solarex Lite photovoltaic modules 
mark the awning of Burke and Ben’s apartment in 
Madison, Wisconsin. 


Below: Ben sends 6 Amps of DC current into the battery via a 
Thermax 300 Watt, 12 VDC generator (and gets some exercise 
while he’s at it). 


Home Power #37 « October/November 1993 1 5 


System 


Ben & Burke's Daily Energy Consumption 
W-hrs/ 


12 VDC Appliances | Watts Hrs/day| day % 


Refrigerator (summer) 48 24| 246.9 | 34.6% 
Halogen light 20} 6| 120.0 | 16.8% 
Cordless phone 2.4 24) 57.6) 8.1% 
CD boombox 7 6} 42.0} 5.9% 
Answering machine 1.6 24| 38.4) 54% 
Cold box fan (winter) 1.4 8) 11.2} 1.6% 
5 inch color TV 12 0.5 6.0} 0.8% 

Subtotal 522.1 73.2% 


12 vac Appliances | Watts| Hrs/day| W-h/d % 


c. fluorescent lights (2) 27 3) 162.0 | 22.7% 
c. fluorescent light 27 1} 27.0) 3.8% 
fluorescent light 9} 0.25 2.3) 0.3% | 
Subtotal 191.3 26.8% 

Total | 713.3 


freezing if it were very cold out. Dryer vent flapper 
valves could be used to facilitate this. 


We have found since we installed the unit last October, 
there are not many winter days where the temperature 
rose above forty. | don’t think there were any in 
December, January and February. The months when 
this unit is most useful coincide with those in which we 
get the least sun! This unit uses so little electricity 
compared to the summer ‘fridge that we can enjoy 
refrigeration throughout the cold winter months. A unit 
like this could still be useful in addition to other 
refrigeration. It could be used to keep beverages, some 
fruit, or whatever you frequently use during the day. 
Thus this would reduce the amount of times you have 
to open the high power refrigerator and reduce the 
times the compressor must come on. Even a Sun Frost 
uses a lot of power compared to this. 


Ben & Burke's System Cost 


Equipment Cost % 
Two 90 W ARCO QuadLam PVs $850 | 32.3% 
18 W & 30 W Solarex Lite PVs $480 | 18.2% 


Eight 6 V 220A-h Exide batteries $400 | 15.2% 
40 W Solarex MSX-40 PV module $200 | 7.6% 
200 w Statpower inverter $200 | 7.6% 
300 W 12 VDC Thermax generator | $180 | 6.8% 
48 W 12 VDC Thermoelectric refrig., $100 | 3.8% 


wiring & battery cables $100 | 3.8% 
disconnects, fuses, meters $65 | 2.5% 
8 Amp SCI charge controller $60 | 2.3% 


Total | $2,635 | 


Other Appliances 

Our stove uses gas and our heat comes from a central 
oil burner used to heat the whole complex. We hope to 
build a solar oven to reduce our gas dependence. Even 
though we don’t pay for hot water, we have installed a 
water saving shower head. All of our lights are compact 
fluorescents, except for one 12 Volt DC halogen light. 
Because of our inverter’s limited power range, we can’t 
run a conventional vacuum cleaner. We use a push 
broom we picked up at a garage sale for a dollar for 
regular cleaning and when we have surplus power we 
use a hand held Hoover vacuum. We use utility grid 
power to provide power when we allow the PV panels 
to equalize the batteries. Also some “essentials” like 
toasters and slide projectors use too many watts for our 
inverter. The grid also serves as a backup when 
extended cloudy weather or extended VCR, ac stereo 
or lighting use drains our batteries. Our TV runs on DC 
electricity and uses only 15 Watts. We aren't big TV 
watchers. 


Utility bills 

Our average electric energy bill since we finished 
installing our current system in July 1992 has been less 
than a dollar. Our lowest monthly electric bill of 35 cents 
was in August, with a close second of 38 cents in 
October. January, February, and March's electric bills 
have been less than 40 cents. Unfortunately Madison 
Gas and Electric charges us a $3.50 hook up charge no 
matter how little energy we use. Overall the winter has 
been a lot better than we expected. The ARCO 
QuadLam PV modules seem to provide about twice the 
maximum current in the winter than the summer. This is 
mostly due to the lowered temperature which allows 
them to operate more efficiently. 


We have a 300 Watt Thermax generator coupled to a 
12 speed bicycle on a homemade frame. This would 
reduce our need for grid power further, but we have 
generally been more lazy than we anticipated when the 
unit was built. 


Conclusion 

Installing the photovoltaic energy system we have in 
our apartment has been very rewarding. We have 
learned a lot about solar technology, electric wiring and 
electrical code. And of course there is nothing in the 
world like getting your energy from the sun! We hope 
our society will soon follow the examples of the people 
in this magazine and implement a policy of safer, less 
polluting and more localized energy systems. 


Access 
Burke O’Neal & Ben Fiore, 414 S. Brearley, Madison, 
WI 53703 * 608-251-8971 
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Support HP Advertisers! 


SOLARJACK" 


NEW GENERATION NEW GENERATION 
DC SUBMERSIBLE PUMPS DC PUMP CONTROLLERS 


Introducing our NEW Voltage Boosting 
Controller 

SOLARJACK’S PC AND PB series pump 
controllers are high quality, solid state DC 
power converters designed as the 
interface between an SDS pump and the 
DC power source. 

The PB-10-28H CONTROLLER with a 12 
to 24 volt input, will step the voltage up to 


Now with 5 models to choose from with 
flow rates up to 3.7 GPM and heads up 
to 300 feet. 


SOLARJACK’S NEW GENERATION 
SDS series submersible pumps are 
highly efficient, low voltage, DC 
powered, diaphragm type positive 
displacement pumps designed 
specifically for water delivery in remote 


locations. 30 volts, the maximum operating voltage of the SDS pump, 
They operate on 12 to 30 volts of direct assuming sufficient input current is available. This controller will 
current that may be supplied from a compensate for low voltage panels, a 12 to 24 volt battery system, 
variety of independent power sources or any DC power source less than 30 volts. 
including solar panels, wind generators, - ~ 
batteries or any combination of the 7———_-‘ 
three. Power requirements can be as eases vu 
little as 35 watts. SO LARJACK 
Constructed of marine grade bronze ap SOLAR PUMPING PRODUCTS 
and 304 stainless steel, these pumps 325 E. Main Street 
are the highest quality submersible QUALITY FIRST Safford, AZ 85546 
pumps in their class. An Independent Power (602) 428-1092 Phone 
System To Pump Water (602) 428-1291 Fax 
STATPOWER 


camera ready 
7.5 inches wide by 4.5 inches high 
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= y Evacuated Heat Pipe Solar Collector 
Clean Energy, All Weather, All Year Round 
FREE 4/0 ¢Works even on cold, cloudy, or foggy days. 
Cables with & “Tested at 86.9% maximum efficiency. 
purchase of *On average, 72% of available solar energy is WATTSUN all-electric trackers. 
Trace 2500 re delivered as usable heat - summer or winter. Unaffected by wind or temperature. 
: seas Woks *Operates efficiently at temperatures far below Up to 40% more power from your 
Series eat af Home Power freezing. PVs. 
Inverters Send for free brochure Call for Special pricing 
High-Quality Batteries 
Trojan 
7 Sun Frost Refrigerators - Sun Oven 
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Ime Pumps 
Authorized Dealer « installer Flowlight - Solarjack - Cimmaron - Flowjet 
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Heliotrope General - SunAmp - Trace - Bobier 


Trackers 
WATTSUN - Zomeworks 


Microhydro Electric Powerplants 
Lil Otto Hydroworks! - Harris Hydro - ES&D 


75 WATTS-GREAT PRICE Warrantee! 


PowerSer 
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Join Electron Connection's growing network of home power installing dealers 
Write today for your dealer application. 
FREE Shipping 
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Above: The Piyasena family on the day of the installation with the SUNTEC installation crew. 


From Darkness to Light with the Power of the Sun 


Lalith Gunaratne 


66 e’ve brought a gift for you,” 
said Gunaratne Bandara, 
the agricultural field officer, 

to a 14-year-old girl, Dayani, who had 

just returned home from the village 
school. She was impatient to find what 
the gift was. 


“A SUNTEC,” he answered to her excited query. Over 
the radio Dayani had heard of SUNTEC, the generic 
name for solar power in Sri Lanka, and she knew it was 
the latest way of generating electricity from the sun. 


Piyasena and Soma, the parents of Dayani and four 
younger children, own a simple home in a remote 
village called Deniya in the deep south of Sri Lanka. 
The family owns two acres of wet land where rice is 
cultivated. They also grow bananas on a quarter acre of 
dry land. Their annual income is about $2000 U.S. per 
year, which affords them a relatively comfortable life. 
Being situated in a distant region has deprived this 


©1993 Lalith Gunaratne 


family of government-provided grid electricity. Even if 
the power lines came near their home, its thatched roof 
disqualifies the house from getting electric power due to 
safety regulations. The only source of power they have 
is kerosene, which is used to light a few lamps. 


The dangers of kerosene use are well known. Often, 
from careless handling of lamps, village homes are 
burned down, causing death and destruction. So, when 
Piyasena was chosen by the area agricultural field 
officer to get a Suntec solar electric system as a 
demonstrator for the village, he could not contain his 
excitement. Like a little child when given a toy, he 
jumped for joy and ran off to inform his wife. 


That afternoon, the news had spread that Piyasena’s 
house was getting a SUNTEC. This became an event 
for the village. The neighbors had all gathered in the 
usual community spirit to share the happiness with the 
Piyasena family, and Soma cooked a feast for all. By 
the evening, the system was installed and — like magic 
— the lights were switched on. Piyasena and family had 
a happy glow on their faces as they entertained their 
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System Shortie 


guests to food and drinks. The neighbors commented 
on how the usual dark surroundings had been lit by 
Piyasena’s home. They also pondered with awe, how 
the sun had given them electricity. 


From that evening, Piyasena could operate a few 
fluorescent lamps and even power his radio, which had 
previously operated with costly dry cell batteries. The 
system also produces sufficient power to run a small 
black-and-white television set which he plans to 
purchase in the near future. 


How we in the city take the switch on the wall so much 
for granted! Imagine living without electric power. 


Two billion people around the world grope around in the 
dark after sunset. They have no access to power 
because they are too far away from the city. Often, they 
are the backbone of many developing world agricultural 
economies. Yet, they are left behind due to the high 
cost of drawing power lines to their areas. 


Solar power is fast becoming a way of solving the 
immediate energy problems of the rural masses of the 
developing world. The ease of installation, maintenance 
and use of solar systems along with its environmentally 
benign nature, make PVs very appropriate. Another 
advantage is that the systems are modular, so when 
Piyasena wants to increase his available power, he can 
simply add on solar modules. 


Solar power — already powering a few thousand 
homes in Sri Lanka — is poised to play a significant 
role in rural electrification as more and more people are 
opting for it. 


Piyasena always viewed the sun with reverence. He 
knew that the sun is the single most important source of 
energy — the lifeline to everything that has ever 
inhabited the earth. So, the almighty sun’s providing the 
little energy he needs only strengthens his veneration. 
As sure as the rising sun, it has brought him light by 
night. 


Access 

Lalith Gunaratne, Joint Managing Director, Power & 
Sun (Pvt) Ltd., 338 T.B. Jayah Mawatha, Colombo 10, 
Sri Lanka * 686307 * FAX 575599 


Born in Sri Lanka, Lalith Gunaratne resided in Canada 
until 1984. Then, he with two other Sri Lankan born 
Canadians, Pradip Jayewardene and Viren Perera, 
moved to Sri Lanka with the idea of applying solar 
technology to serve the rural population. About 70% of 
Sri Lankans do not have access to power. After much 
research, the three founded Power & Sun, which is the 
only manufacturer of PV modules (SUNTEC) and 
system components in Sri Lanka. 


Dear Home Power, 


Weareasmall company meeting the 
electricity needs of rural Sri Lankans living 
away from the government’s electricity grid. 
We manufacture and sell SUNTEC brand solar 
PV modules and balance of systems. 


You must certainly be aware of the battles one 
has to fight to introduce a new technology 
such as solar power, especially, to a 
commercial market. The battle is even tougher 
when one has to compete with local 
politicians who keep promising rural people 
grid power for votes. In most cases, there is no 
hope of actually giving power, as most rural 
homes are too far from the grid. We are only 
now convincing these politicians that solar PV 
isa viable alternative. After all, when the 
government endorses the use of solar power, it 
will be more readily accepted by the market. 


So, we continue to work away at 
commercializing the use of solar power, as 
opposed to working with aid (hand-out) 
projects which have given solar power a bad 
name the world over. The responsibility for 
the system’s purchase, operation and 
maintenance should lie in the hands of the 
user. The government should assist only, by 
way of endorsing the use of solar power and 
establishing effective finance schemes for 
users. We have seen a few thousand homes in 
Sri Lanka accepting and paying for solar power 
providing they know for sure the main line 
grid will not come their way. 


Globally, alot needs to be done yet to increase 
the awareness of solar power, its uses and 
benefits. Therefore, we solar people have to 
stick together and work to make solar power a 
globally accepted source of power for not only 
remote applications, but for mainstream uses 
as well. 


...and the bottom line We must strive to bring 
our costs down too and we can achieve that 
through economies of scale. 


The happy faces of people who are otherwise 
left to grope in the dark at night aloneis 
reward enough. Well partly.... 


All the very best. Sincerely yours, 


Lalith Gunaratne 
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Get 40% More Power with'a WATTSUN™ ActiveTracker‘ 
Cost-Effective, Accurate and Reliable /10 year warranty 
Quality Anodized Aluminum.Construction 


TWO PANEL,TRACKERS NOW-AVAI LABLE. . 
Things that Work! 
tested by Home Power 


ARRAY TECHNOLOGIES, INC., ‘P.O; BOX751, ALBUQUERQUE, ‘NM 87103 
TEL: (505) 242- 8024. FAX (505) 242-2863 
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Solar/PVDeep-Cyde Batteries for the staying power you need 


How Trojan’s solar deep-cyde 
technology works for you: 


Exdusive Flexsil ®, Multi-rib separators with 
double thick dass mats extend battery life. 


Heavy duty, degp-cyde gids with high density 
oxide mix reduce wear and lengthen product life. 


Trojan Battery Company 

12380 Clark Street, Santa Fe Springs, CA 96070 
Tdephone: (310) 946-8381 ¢ (714) 521-8215 
Outside California: 1-800-423-6569 

The Better Battery Fax: (310) 941-6038 
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Above: Solar cookers ready to shine in HP’s Solar Cooking Contest. Photos by Richard Perez 


Therese Peffer 


e’ve all heard the saying about 

too many cooks in the kitchen. 

But what happens when you 
move your kitchen into the sun? You get 
a myriad of solar cooker designs, great 
food, and lots of fun in the sun. We 
found this out recently at Home Power’s 
2nd Annual Solar Cooking Contest. 


Last February, we offered a challenge to our readers: 
design and build a simple, cheap, and easy to use solar 
cooker that works well. The rules were simple: the 
cooker had to cook, meaning it should boil water. The 
cooker should use common tools and materials 
appropriate to your area. Durability and easy 
duplication would score high points. 


And our readers responded. We received twelve cooker 
designs for the contest. Of these twelve, three 
contestants sent their cookers. Two cookers arrived at 
the contest with their designers. We built three designs 
for a total of eight entries in the contest. (We built the 
designs appropriate to the contest — original designs 
that were easy to duplicate with complete instructions). 


The day of the contest 

Saturday, July 31, dawned clear and bright — a 
beautiful day for the cooking contest. By nine am, solar 
cookers covered a fair portion of Camp Creek 
campground. Besides the eight contestants, we had 
eleven other solar ovens smiling at the sun. Jim 
Shoemaker from Redding brought his cardboard and 
foil Sun Star type cooker. The Solar Man himself, Phil 
Wilcox, brought two solar ovens. One small commercial 
cooker, a Sunspot, could easily fit into a backpack; the 
other design was part of a U.S. Air Force survival pack 
in the ‘50s! Yes, solar cooking has been around for 
awhile. We also had four Sun Ovens, a Sun Chef, and 
three other homemade models cooking ribs, peach 
cobbler and other tasty goodies. 


By ten o’clock, we placed a cup of pre-soaked pinto 
beans and a cup of rice in each of the contesting 
cookers. One result of having this number of solar 
cooks — you get an incredible variety of cookers! Each 
cooker reflected the designer’s carefully spent time, 
creativity and imagination; no two were alike. Walking 
around the cookers, you could hear how the cookers 
sparked the imagination of all those who came. We 
looked, appreciated, and used other’s creations as a 
stepping stone for our own solar cooker dreams. 
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Dan Freeman 


Bohuslav Brudik 


J ack Thompson 
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Solar Cooking 


The Contestants 

Unfortunately, we don’t have the space to fully cover 
the designs for every cooker. What will have to suffice 
is a brief description, photographs and the designer’s 
name and address (at the end of the article). So take a 
close look at the photos and be inspired by the 
ingenuity of the designers! Keep in mind next year’s 
contest.... As with last year’s contest, the first place 
cooker design is described in full. 


The parabolic cookers added a new dimension to the 
contest — they really cook! Two cookers used parabolic 
dishes to reflect and focus the sun’s energy onto a 
cooking pot. 


Jack Thompson from San Diego, California sent a 
design that used a cardboard-ribbed foil-covered 
parabolic dish. A galvanized pipe frame held the dish 
and cooking pot. Kathleen and Bob-O built this cooker 
from Jack’s plans and “rib” template. 


The other parabolic design arrived with David Baty and 
Cody Brewer, who hail from Berkeley, California. Their 
cooker consists of a four foot diameter sand & cement 
dish that rests in an old car tire. They used aluminum 
flashing for the reflective interior. David and Cody had 
already impressed us the day before by making 
espresso in their parabolic cooker. On contest day, their 
rice and beans kept boiling over and needed additional 
water a few times. Both parabolic cookers cooked the 
rice and beans to perfection in less than two hours. This 
left plenty of sun time for a solar cooker first for all of us 
at the contest — solar popped popcorn! 


Lu Yoder from Albuquerque, New Mexico sent a simple 
design that used two 2 foot by 3 foot cylindrical 
concentrators. His plans called for a flexible substrate 
such as hard plastic, thin plywood or masonite covered 
with a reflective material, such as polished aluminum 
cans. The panels were curved to concentrate the sun’s 
energy on a cooking pot that sat on an insulated box on 
the ground. We made the cooker with masonite and 
aluminum litho sheets from our local newspaper. 


Dan Freeman sent his cooker from his home in Peoria, 
Arizona. Dan’s creative portable design used 
aluminized bubble pack material (similar to Reflectix) as 
both reflector and insulation. This material was velcroed 
to a folding aluminum frame. His cooking box sported a 
unique curved parabolic-section shape. 


We were thrilled to receive an international entry. 
Rodrigo Carpio from Cuenca, Ecuador sent beautifully 
detailed designs in Spanish for his rugged, but 
surprisingly lightweight box type cooker. Bill Battagin 
and | built the cardboard and plywood cooker from 
Rodrigo’s design. The cooker walls consisted of 2x2 
wood frames covered with cardboard and then wrapped 


in foil — light, sturdy insulation. We screwed the walls 
together to form a box, and finished the outside with % 
inch plywood. The plans called for the walls to lie inside 
the box for storage — in storage mode, the cooker was 
only half the height! We didn't have the materials to 
finish the box with aluminum sheeting as per plans, so 
we painted the outside instead. Quite a weatherproof 
design. The wide flat interior of this box cooker is 
especially suited for climates near the equator. 


From Las Vegas, Nevada came a cooker designed by 
Bohuslav Brudik. This clever design used a store- 
bought rectangular bamboo basket, insulated with 
cotton batting and rags and covered with cardboard 
painted black. Bohuslav used plexigass for glazing and 
fashioned reflectors from flattened honey cans 
supported by dowels. Simple and worked great! 


Peter Pearl drove from Bisbee, Arizona to share his 
solar cooker design and other great ideas. His compact 
solar cooker had a black beveled steel interior in a 
small wooden box with a single polished reflector. 


And finally, Jay Campbell, who won first place in last 
year’s contest, sent another original cooker from 
Albuquerque, New Mexico. He designed the cooker 
using a washtub, insulated with straw, with a box 
interior. Jay made foldable reflectors of foil-covered 
masonite. The cheery green cover added to the festive 
atmosphere at the contest. 


The envelope please... 

Now the toughest job of all. Six judges walked around 
the cookers to judge the performance, buildability, 
ruggedness and beauty of design of each entry (see 
sidebar for details). Anita Jarmann, Sherri Reiman, 
Selina S-Wilcox, Karen Perez, Kathleen Jarschke- 
Schultze, and Dan Lepinski spent a few hours studying 
the cookers, sampling their fares, and marking numbers 
on their detailed sheets. Most cookers had no problem 
with the rice, but the beans presented a challenge. We 
decided the point system would allow impartial judging. 
(After sampling the espresso, Karen was a bit biased 
towards the cement parabolic cooker. As it is, that 
cooker now resides at HP Central. If you want your own 
too, see directions on page 34 this issue.) 


When the judging was finished and the numbers tallied, 
we had our winners. Cookers were ranked by total 
number of points from all judges. Jay Campbell won a 
Solarex MSX-60 photovoltaic panel for first place with 
his washtub design. Peter Pearl will be installing a 
PowerStar 200 watt inverter for winning second place. 
David Baty and Cody Brewer shared the solar/dynamo 
radio for winning third place with their cement parabolic 
cooker. Finally, time to eat rice, beans, salsa, 
guacamole, hot dogs, ribs, peach cobbler.... 
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Judging the Cookers 


Each judge carried a judging sheet for each of the 
eight contestants. The cookers were given points in 
four categories: Performance, Buildability, 
Ruggedness, and Beauty of Design. The four 
categories in turn consisted of two to five 
subcategories, worth 15 to 25 points. 


Performance of the cooker included how well it 
cooked, high temperature reached, ease of use, 
and ease of set-up. Each subcategory here was 
worth up to 25 points for a total of 100 points for 
this category. 


Elements of buildability consisted of clarity of 
instructions, easy of assembly, imaginative use of 
materials, amount of tools needed for construction, 
and common skills needed for assembly. The 
subcategories here were worth up to 15 points 
each, a total of 75 points. 


In the ruggedness category, points were given for 
portability, wind resistance, site preparation 
needed and moisture resistance. Up to 20 points 
each were allotted for these subcategories for a 
total of 80 points. 


And finally, beauty of design included physical 
appearance of the cooker and originality of design, 
worth up to 25 points each — 50 points total. The 
most points possible from each judge was 305. 


While sometimes it can be difficult to assign 
numbers to different qualities, we think it allows for 
easy and fair judging since all the cookers were 
judged in the same fashion. The details of the 
judging are provided for those of you interested in 
entering the contest next year. And, (ahem) we’ve 
asked Jay to be a judge next year.... 


And now as promised, are the details of the winning 
design by Jay Campbell. 


The Winning Design — the Navahorno 

This year, | chose to work with a developing country 
right in my own back yard. | designed and built a solar 
oven based on the needs, foods and materials common 
to the Navajo Nation. This stunning land spreads 
across 24,000 square miles of New Mexico, Arizona 
and Utah, and is home to more than 175,000 people. Of 
the 500+ tribes in the United States, the Navajo tribe is 
the largest, and their landholdings the most extensive. 
They were chosen for this project not for their size, 
however, but for their need. 


Despite the beauty of the land, life on the reservation is 
hard. Much of the tribe has never been on the grid, so 


Solar Cooking 


The Winning Cooker! 


the concept of going off it is meaningless. Wood and 
propane supply the primary sources of household 
energy. The climate and terrain of the Navajos are 
typical of many tribes in the area. The air is dry, 
vegetation is sparse and the sun shines brightly. Wood 
is not available in many areas, so it is hauled in from 
the distant mountains. The tribal government has been 
promoting solar electricity for some time now, funding 
small systems at remote sites, and encouraging 
members to utilize this abundant resource. They will 
play a key role in the promotion of this oven. 


This project would have been impossible without many 
consultations with JoAnn Willie, a lifelong resident of 
the rural Navajo land. She is also a graduate student in 
Mechanical Engineering at the University of New 
Mexico. Her combination of skills was invaluable in the 
development, testing and promotion of this oven. The 
information she gave on materials, foods, cookware 
and eating habits was all blended into this design, and 
its ultimate success is hers to enjoy. 


The Oven 

The oven is built around several common items in rural 
Navajo life. The outer box consists of a two foot 
diameter galvanized washtub, commonly used for 
washing kids, clothes and produce. When they no 
longer hold water, they are used to feed animals, store 
wood, and haul whatever needs hauling. These are 
truly a ubiquitous item in daily living. They are common, 
abundant, durable and used ones can be found for next 
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to nothing. 


Solar Cooking 


Materials and Tools for Jay’s Navahorno 


Materials Tools 
One 2 foot diameter washtub | | wood saw 
One 15 in. x 15 in. 1/8 in. glass} | measuring tape 
One 4 ft. x 4 ft. Masonite paintbrush 
One 4 ft. x 4 ft. 3/8 in. plywood | | hammer 
6.5 ft. old garden hose razor knife 
1/10 bale straw _C clamps 


Two small hinges with screws 
also leather strips, white glue, 
3/4 in. nails, and aluminum foil 


The insulation used is straw. The dry land doesn’t 
provide sufficient grass for grazing, so hay, alfalfa and 
straw are widely used for fodder. This oven requires 
about ‘% of a bale of straw, costing about a quarter. 


The inner box is sized around the most common types 
of cookware — enameled steel stew pots. The volume 
is large enough to feed a family of six. All other 
materials are made from commonly available items, 
down to using leather for hinges and weatherstripping. 
A piece of garden hose, split lengthwise, is used to seal 
the inner and outer boxes together. 


The collapsible reflectors reduce storage space 
requirements when not in use. The exposed surfaces 
are either painted or galvanized, helping to assure a 
long life. For outdoor storage, however, a cover would 
be recommended. A door on top swings open for 
access to the hot section. The reflectors are mounted 
securely to the door, and have withstood winds of up to 
30 mph. The leatherwork is oiled, to protect it from the 
elements. The colors of this oven represent something 
the Navajos are world famous for — their turquoise and 
silver jewelry. 


A set of cardboard risers is included to size the cooking 
space for the cookware. The appropriate riser is placed 
into the oven, and then covered with a black cardboard 
square. This way, the food can be raised to the hottest 
part of the oven, regardless of the cookware. 


The highest temperature achieved was 330°F (165°C). 
The time required to boil one liter of 20°C water was 56 
minutes at this elevation (about 6000 feet). The total 
cost as built is $10.83, assuming a used washtub. A 
new one would add about $10 to that price. About 6 
hours was spent on the actual construction; this could 
be reduced significantly for any future copies. 


Construction 

Gather tools and materials. Measure and cut wooden 
pieces (right). Put together the inner box, top, glass 
frame, and reflectors, then assemble these together. 


Cut the following out of plywood: 


18" 
; 14.5" by 11" 
so} 14" by 14" 

18" . 14.5" by 11" 

Eight 18” by 6" 
GO| 44" p> 
14.5" by 11" 
14.5" by 11" 


Cut reflectors and glass frame pieces from Masonite: 


Glass frame 


Three 1.5" by 18" 


Side reflector 


24" 


Front 
reflector 


26" 


Back reflector 


14" 


10.75" |39.5" 


20" 


Side reflector 


24" 


Inner Box 

Nail the four sides (11 inch by 14.5 inch) to the edge of 
the 14 inch square, overlapping the corners as shown 
top right. Glue joints before nailing together. Cover both 
the inside and outside of box with aluminum foil, using a 
1:1 glue to water mixture and spread with a paintbrush. 
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Two sides of the 
inner box glued 


and nailed to the 
bottom. 
Note overlapping 
corners. N ZA 


Top 

Turn the inner box upside down. Stack the eight 18 inch 
by 6 inch strips snugly around the box (below). Once 
fitted, glue and nail the strips together. When the glue 
has dried, nail the box to the top from the inside. 


Now set the inner box/top upside down. Place the 
washtub over it, and center it. Draw a circle around the 
edge of the washtub. Next, cut a slit in the whole length 
of garden hose. Nail the garden hose to the top, just 
inside the circle you just drew. Use one nail every 4—5 
inches to assure a strong joint. Once the glue has dried, 
trim off the excess wood beyond the hose/seal. 


Glass Frame 

Set the piece of glass on one of the 18 inch squares. 
Place three 1 inch by 15 inch masonite strips around 
the glass, snug, but not so tight that the glass is locked 
into place. Set the other 18 inch square on top. Glue 
and nail these together. The glass should slide in and 
out of the frame like a drawer, so it can be replaced. 


Reflectors 

Cover the reflectors with aluminum foil. Once dry, trim 
the foil back to the edge of the masonite. Align the large 
reflector and a side reflector (see top right). Cover one 
side of a leather strip with glue and clamp along the 
edge of the two reflectors. Repeat with the other side 
reflector. Align the small front reflector to the edge of 
the window. Glue a piece of leather to the back of this 
reflector and the window frame, as a hinge. 


The Final Assembly 
Use the two metal hinges to attach the glass frame 
(opposite side from the front reflector) to the top. Glue 


Solar Cooking 


strips of leather on the top, where the frame rests. This 
seals the box from the wind. It should fit snugly and 
make a continuous ring around the glass. Attach an eye 
hook to a corner of the frame and another eyehook to 
the top. Hook a sturdy string through both eye hooks. 
Now when you open the cooker lid to get to the food, 
the string holds the frame and reflector. 


Use 

This oven works similar to most multiple reflector 
ovens. Food is prepared and placed into the oven, 
using the appropriate riser to keep the food at the top of 
the oven. Dark enameled steel cookware (the standard 
in the area) works extremely well in this oven, but a 
variety of glass and aluminum has also been used. The 
oven can be left unattended for long periods, but stays 
hottest if it is turned every hour or so. The round base 
and handles makes turning it easy. Like most solar 


leather hinge 


metal 
hinge 
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Solar Cooking 


PEs ee eee 
Above: Note the deep interior of the washtub cooker. 
Different sized cardboard inserts (bottom right) can be 
added to raise shallow cooking pans to the warmest 
part of the oven. The inserts are covered with a 14 inch 
square of cardboard painted black. 


ovens, cooking times are about double those of a 
conventional oven. Foods which require a long, slow 
simmer are especially well suited to solar cooking. 


Traditional Navajo meals include green chile stew, 
mutton stew, roast meats, breads and corn mush. A 
gallon of stew will cook up nicely in an afternoon, as will 
a few quarts of beans. Cornbread has been baked in 
this model in about 40 minutes. When the food is ready, 
the reflectors are folded together. The door swings 
open and the food can be removed. If desired, the pot 
can be covered with a couple of towels, and left inside 
the oven. This way it will retain its heat for quite some 
time, and even keep on cooking. 


Alternatives 

The main alternative design tested was with galvanized 
sheet metal reflectors. The dimensions and overall 
performance were essentially the same as the model 
submitted. The increased durability comes at a higher 
financial cost, and it didn’t seem worth it. The masonite 
reflectors are good enough, and last long enough that 
occasional replacement would still be cheaper. 


Better insulation could be used, but only if it were free 
or very cheap. The multiple radiant barriers (foil and 
sheet metal) provide much of the thermal protection, 
and the straw is only a defense against conduction. 


Conclusions 

This oven will cook many of the staple foods used in the 
Navajo Nation. It can be built easily by individuals, or 
produced in quantities by a small shop, using only basic 
hand tools.The investment in materials will repay itself 
in about a month, and continue paying dividends for 
years to come. The climate in the region will allow its 
use for over 200 days per year, which can make this a 
primary, rather than secondary, means of cooking. 


Although specifically designed around the materials and 
foods of the Navajo, it is suitable for use over a wide 
region. Promotional efforts have begun in New Mexico, 
and show a strong amount of interest. 


Calling all Cooks 

Thanks, Jay, and all those who entered or participated 
in our contest this year. The more cooks that move their 
kitchen into the sun, the better the broth will be! More 
people entered the contest this year. We saw a wider 
variety of cookers from a greater number of people, 
reflecting their creativity, ingenuity, and love of solar- 
cooked food. The solar spark catches and spreads to 
even more people, so put on your thinking caps and 
start dreaming of your ideal cooker. If you don’t know 
how to use some tools, find someone who does (and 
make him cookies for a job well done). Build a cooker. 
Cook your meals without fuel, and keep your kitchen 
cool in the summer. Enjoy some solar-cooked food (and 
win a PV module next year). 


Access 

Solar Cooker Contestants: 

Jay Campbell, PE, Applied Engineering, 218 Dartmouth 
SE, Albuquerque, NM 87106 « 505-256-1261 * Fax 505- 
260-1339 


Bohuslav Brudik, 4387 Salton Ave #2A, Las Vegas, NV 
89109 + 702-792-6662 


Dan Freeman, 10735 W. Laurie Ln, Peoria, AZ 85345 « 
602-876-8036 


Peter Pearl, POB 867, Bisbee, AZ 85603 

David R. Baty and Cody Brewer, 2929 M. L. King Jr. 
Way, Berkeley, CA 94703 * 510-848-5951 

Lu Yoder, Liberation Technology, 315 Harvard SE, 
Albuquerque, NM 87106 « 

Rodrigo Carpio C, POB 607, Cuenca, Ecuador « 
881501 

Author/Eater: Therese Peffer, c/o Home Power, POB 
520, Ashland, OR 97520 * 916-475-3179 
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WORLD POWER VANNER 
TECHNOLOGIES on new negative 

camera ready 4.5 inches wide by 4.5 inches high 
2.25 inches wide 
by 4.9 inches tall 


DIRECT POWER & WATER CORPORATION 
SU JEFF RANDALL 1-800-260-3792 KEVIN GOODREAU 


Solec Modules Ananda Powercenters” 
S53 $315 The New Generation in System Control & Protection 


S-70 413 "= #$7Modelsto 
~ S90 529 =. | choose from 
~ S-100 585 = = starting at 


PowersStar Inverters 1) +695 


Ppow200 *129 — UL Listed 


we * Distributors of solar electric and water pumping equipment 
UPG 400-12V $449 = > — » Custom metal fabrication 


UPG 700-12V 549 ‘ * Dealer inquiries invited Prices good through October 31, 1993 
UPG 1300-12V 849 } 

UPG 900-24V 679 , 3455-A Princeton NE, Albuquerque, NM 87107 “= 
UPG 1500-24V 979 Phone (505) 889-3585 Fax (505) 889-3548 & . 
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Wind 


Tower 
Economics 101 


Mick Sagrillo 


©1993 Mick Sagrillo 
ind generators live on tall 
towers. And for good reason. 
Their “fuel” is way up there. As 
we'll see, the quality of your wind 
resource improves radically with height. 


Physics 
The power available to the rotor (that is, the spinning 
blades) of a wind generator is defined by the equation: 


P='%dxAxV3 


where P is the power at the rotor, d is the density of the 
air, A is the swept area of the rotor, and V is the velocity 
of the wind. 


We can increase the power available to the rotor of a 
wind generator three ways — by increasing any 
variable in the power equation: d, A or V. Each variable 
in the power equation has its own effect on the power 
available to the rotor. Let’s look at why these factors 
influence the power equation, and what our options are. 


Density (d) 

Wind generator blades spin because air molecules are 
moving past them. The more molecules we can move 
past the blades, the faster the blades will spin, and the 
more electricity the wind system will produce. 


Density refers to the number of molecules in a given 
volume of air. Air is more dense in winter than in the 
summer. Therefore, a wind generator will produce more 
power in winter than in summer at the same wind 
speed. However, density of air is one variable that we 
can't do anything about. 


Swept area (A) 

Area of the rotor is included in the power equation 
because the rotor is, in essence, the collecting device 
for the wind generator. The rotor “captures” the power 
in the molecules that are moving past it. It makes sense 
that the larger the collecting device (that is, the rotor), 
the more electricity we can produce. 


Increasing rotor area is not as simple as putting bigger 
blades on a wind generator. Many a manufacturer has 


learned this lesson the hard way. The swept area of the 
rotor is defined by the equation: A = mr2 


Because we square the radius (which is the length of 
one blade), doubling the diameter of the rotor has the 
effect of quadrupling the swept area. For example, let’s 
increase the rotor diameter of a wind generator from 10 
feet to 20 feet. The 10 foot rotor has a radius, or blade 
length of 5 feet. Squared, this becomes 25 square feet. 
Multiplied by x, and we get a swept area of 78.5 sq. ft. If 
we double the rotor diameter to 20 feet, the radius 
becomes 10 feet. Squared, this is 100 sq. ft. Multiplied 
by m, we get 314 sq. ft.! 


At first glance, this appears to be a very easy way to 
increase the amount of energy that a wind generator 
can capture. And it is. But by increasing the swept area 
to the tune of 400%, we have also increased all of the 
stresses on the wind system by that same 400% at any 
given wind speed. In order to compensate for this 
change and have our wind system survive, we must 
make all of the mechanical components 400% stronger. 
While this can be done, obviously this approach is 
going to get very expensive very quickly. 


Velocity Velocity Velocity 

Increasing wind velocity increases the number of air 
molecules passing the rotor, so increasing wind speed 
will also have an effect on the power output of the wind 
system. But because velocity is cubed in the power 
equation, wind speed is the one variable that has the 
greatest impact on the power equation. 


As an example, let’s take a look at what happens when 
we double the wind speed for a given wind generator. 
At 5 mph, the V3 part of the power equation is 125 units 
of something (5 x 5 x 5) that is multiplied by density and 
swept area. Doubling the wind speed to 10 mph gives 
us 1000 units to multiply by density and swept area (10 
x 10 x 10). This is an 800% increase in power output 
from the same wind generator! 


From all of this we can conclude that we can get the 
biggest bang for our buck with our wind generator, not 
by fiddling with air density or increasing swept area, but 
by somehow increasing the speed of the air that the 
rotor sees. (For a more in-depth discussion of this topic, 
read “Wind Generator Tower Height” in HP #21.) 


Fluid Dynamics 

Like water, air is a fluid. We can learn some lessons 
about how the air moves by sitting on a stream bank 
and watching the water go by. 


If we throw a twig into a stream near its center, we will 
see that twig move rather rapidly downstream, 
depending on how fast the current is flowing. If we 
throw another twig in the water near the stream’s bank, 
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we'll observe the twig move rather lazily downstream. 
Why is this? 


Near its edge, the stream is slowed down because of 
friction between the bank and the water. As we move 
towards the center of the stream, the effect of the 
bank’s friction diminishes. The laminar flow of the water 
moving over water allows the stream to pick up speed. 


The same thing occurs with air masses as they pass 
over the surface of the earth. The face of the earth 
itself, as well as its vegetation, significantly reduce the 
speed at which the air can flow over the earth’s surface. 
This is called ground drag. As you move away from the 
earth’s surface, ground drag decreases and the laminar 
flow of air increases. Expressed another way, increased 
height means greater wind speeds. 


Turbulence 

Let’s go back to the stream. Our twig is still cruising 
along down the center of the stream. Up ahead, 
however, is a stump sticking straight up out of the 
water. Watch what happens. 


As the twig approaches the stump in the stream, it 
slows down considerably as water piles up in front of 
this obstacle. The twig almost comes to a stop, but then 
passes slowly around the stump. Now behind the 
stump, the twig slowly spins around and around, until it 
gradually moves back into the swift flowing stream. 


What we have witnessed is fluid turbulence. The same 
thing will happen with our wind generator if it is sited too 
close to trees or buildings. Turbulent air robs our wind 
generator of the energy available in laminar flowing air. 
The quality of our “fuel” has depreciated! 


The obvious difference between the twig and a wind 
generator is that the stationary wind generator cannot 
escape the effect of turbulence on it as the moving twig 
did. Which brings us to a major rule of thumb: Wind 
generators must be sited at least 30 feet above 
anything within 500 feet. 


Picture this 

Graph 1 (above right) depicts the increase in wind 
speed as a function of height above the earth’s surface 
(actually above a relatively frictionless surface, such as 
a body of water.) 


Wind speed increases significantly at first, but then the 
rate of increase begins to diminish with height. An 
example will clarify what this graph is telling us. 


Let’s assume that we measure the wind speed with a 
hand-held meter at shoulder height, 5 feet above the 
ground. Our measurement is 10 mph. How fast is the 
wind blowing at 100 feet above the ground? 


Wind 


200 5 
180 - 
160 + 
140 + 
120 + 


100 - windspeed 


Height above surface 


0 T T T T 
1 1.2 1.4 1.6 1.8 2 2.2 
Increase factor 


Graph 1 


Reading Graph 1, at 5 feet the increase factor is about 
1.25. If we divide 10 mph by 1.25, we get a wind speed 
of 8 mph at ground level. At 100 feet, the increase 
factor is about 1.93. If we multiply 8 mph by 1.93, we 
find that the wind is blowing at 15.8 mph at 100 feet. 
That’s a significant increase! 


How significant, you ask. Remember that the power 
available to a wind generator rotor is a function of the 
cube of the wind velocity. Graph 2 below illustrates the 
increase in power available to the rotor as a function of 
height above relatively open ground. (The “windspeed” 
curve is the same one depicted in Graph 1 only 
compressed.) 


Remember that this graph only depicts increase in 
power over relatively open ground, such as that 
200 - 
180 5 
160 + 
140 + 
120 
100 


windspeed energy 


Height above surface 


1 2 3 4 5 6 7 8 9 10 
Increase factor 


Graph 2 
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Wind 


200 
180 
160 
140 
120 
100 


Height above surface 


Increase factor 
Graph 3 


covered by crops like corn or wheat. When we look at 
power increases over other types of surfaces, we get 
different results (see Graph 3 above). 


In Graph 3, curve 1 represents power increases over 
open water. Curve 2 represents power increases over 
low vegetation growth, like corn or wheat. And curve 3 
represents power increases over taller vegetation, such 
as trees. All three curves reveal significant gains over 
ground level with increasing heights. 


Note that the rate of increase of wind speed (and 
therefore, power) as a function of height decreases with 
surface vegetation. This makes sense when you think 
about it. Tall towers are much more important if your 
installation is surrounded by trees. The tree line is, in 
effect, your “ground line”. 


The Plot Thickens 

Let's go back to our example used with Graph 1. We 
determined that at 100 feet, the wind speed would be 
15.5 mph. If we cube 15.5 (as though we were going to 
plug the numbers into the power equation), we get the 
number 3724. Half of this is 1862, the cube root of 
which is 12.3 mph. In other words, there is only half as 
much power in a 12.3 mph wind as there is in a 15.5 
mph wind. 


If we divide 12.3 by 8 mph, the wind at “ground 0”, we 
get an increase factor of 1.54. Going back to Graph 1, 
this corresponds to a tower height of about 25 feet. We 
can generate the same amount of power by installing 
one wind generator at 100 feet or two identical wind 
generators on their own 25 foot towers. 


For Example 
Let’s assume, for simplicity’s sake, that we need a very 
small system, say a 500 watt Windseeker. We 


determine our power requirements, and come up with 
two options: installing one wind generator on a 100 foot 
tower, or two identical systems using 25 foot towers. 
Both systems will be installed on two inch guyed water 
pipe as per the owner’s manual. Both systems also 
include the price of the anchors, guy cables, 
miscellaneous fittings, and tower wiring. Batteries and 
inverter have not been included, as they are the same 
for either system. Here’s what it would cost: 


Cost Breakdown 

Equipment 100' tower | 25' tower | 
wind generator $900.00 $900.00 | 

2" pipe for tower ($2.50/ft), $250.00 $62.50 
guy cable ($0.10/ft) $68.00 $11.00 | 
anchors ($10 ea) $40.00 $40.00 | 
miscellaneous fittings $40.00 | $10.00 | 

wiring $40.00 $10.00 

Total per system | $1,338.00 | $1,033.50 

Grand total $1,338.00 | $2,067.00 

Cost per watt $2.68 $4.13 


Remember we need two complete systems on 25 foot 
towers to produce as much power as one system on a 
100 foot tower. 


Lessons Learned 
What does this all mean? We can draw some general 
conclusions based on the data presented. 


¢ Turbulence and ground drag reduce wind velocity. 


¢ Turbulence and ground drag are minimized with 
height. 


¢ The rate at which wind speed increases with height is 
a function of surface vegetation, ground roughness, 
and buildings around the wind installation. 


* The top of these obstacles is the effective ground line 
for the wind system. 


¢ The higher we go above the effective ground line at 
our site, the more power our wind installation will 
produce. 


In the next article, we’ll examine the cost effectiveness 
of incremental tower heights. 


Access 

Mick Sagrillo plots power curves at Lake Michigan Wind 
& Sun, E3971 Bluebird Rd., Forestville, WI 54213 - 
414-837-2267 


Graphs adapted from “Planning a Wind Powered 
Generating System,” by Enertech Corp., 1977. 


yy 
{is} 
won 
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HITNEY SOLAR 
PRODUCTS 
camera ready 
2.25 inches wide 
by 5 inches high 


COMPOSTING TOILETS 


New COMPACT model 
22.5” wide, 31” high, 32” long. 
No flushing water needed. No chemicals. 
No Septic System. Toilet sets on bathroom floor. 


ON SALE! 
KANSAS WIND POWER 
R1 HP36, Holton, KS 66436. 913-364-4407 
Send $1 for info on all Sun-Mar models. 


ICOM 
camera ready on NEGATIVE 
4.5 inches wide 
by 7.125 inches high 


WHAT'S IT WORTH? 


Not to require such frequent battery refilling ...... 
Use the Hi-Eta PWM strategy (Pulse Width 
Modulated) and acquaint yourself with the user 
friendly battery charge controller...plus your 
battery stays at a higher SOC. 
HELIOTROPE GENERAL 

3733 Kenora Drive, Spring Valley, CA 91977 


1-800-552-8838 
CC in 20, 45, 60, 90, and 120 Amp 
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Homebrew 


Construction Notes for the 


Berkeley 
Thermonuclear 


Paraboloid « 


David Baty 


©1993 David Baty 

uild a low tech, high performance 

parabolic type solar cooker for 

about $20! This solar cooker is 
based on the shape of another 
parabolic cooker, the SK 12, developed 
by the State Technical College in 
Altdtting, Germany (HP#31, p. 65). Our 
design uses a fundamentally different 
type of construction and permits using a 
variety of construction materials. The 
use of a structural composite shell in 
lieu of the SK 12’s skeletal frame 
dramatically reduces material costs and 
simplifies construction. 
The Design 
A flexible design that allows a variety of materials lets 
you use stuff that is easy to find, and lets you build to 
your budget. You can build a functional cooker for next 
to nothing in material costs. Spending more money 


initially (up to $20) can result in a cooker which is more 
durable, easier to build, and more easily repaired. 


These are construction notes rather than a rigid set of 
step by step instructions. | want to encourage you to 
think about the building process, and, if necessary, to 
adapt construction techniques to the available tools and 
materials. Different possibilities are suggested along 
the way. 


The building process is fairly labor intensive for building 
only one cooker. However, one virtue of this building 
process is that not only is the finished composite shell 


ple ir a oa 


Above: A Thermonuclear Paraboloid making espresso 
in Berkeley, California. 


(or “dish” as | call it below) the body of a cooker, but it 
will also serve as a form on which to make another 
dish. Thus one dish can be the form for another dish. 
This design is perfect for a cottage industry. 


The Pattern 

The essence of this design is a simple wood or metal 
pattern which can create and re-create the parabolic 
cone. The parabolic cone is the inside face of the 
finished parabolic cooker. 


The desired shape of the pattern is shown on the 
Construction Detail for Pattern & Form. This shape can 
be transferred to any reasonably stiff material — wood 
(probably easiest), metal, or plastic. The resulting 
pattern is attached to a 30 inch or longer piece of pipe, 
dowel, or other round stock to use as a vertical bar. | 
used an unthreaded piece of % inch pipe. This bar sits 
on a bearing of some hard material — almost anything: 
a scrap of metal, glass, tile, a rock.... 


The pattern is clamped onto the bar in such a way that 
its location on the bar can be moved up or down. My 
pattern was a piece of wood, attached to my pipe with 
two pieces of plumbing strap and two machine bolts. 
Any village handyman should be able to cobble 
together a functional equivalent from whatever wood, 
metal, wire, and/or vines are locally available. 


The Form 

The first step in building the form is to create a pivot 
around which the bar and pattern can rotate. This pivot 
is no more than a pile of mortar (sand and cement 
mixed approximately 4:1) piled up around the bar a foot 
or so high. The bar should be sitting on the bearing, 
pretty close to vertical. Rotate the bar slightly once or 
twice before the mortar hardens and the cement sticks 
to the bar. Let the cement set at least overnight. 
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Construction Detail for Pattern & Form: 


Homebrew 


a 


Axis of Parabola 


Sand & Cement Mortar 


Sand Fill 


~——— Bearing for Pipe 
ye" — First cut aa! "] 
1 lengths 
ee f 
Aluminum Cuts: a CO ASS te then 3 3/4" 
(Assuming ©" Koll) ayo ~ sera Peace +. 
ie / 3 3/4" 
| aap ! : 
at center 
~~ hole 


After making this mortar bearing | piled sand (almost 
anything could be used as a filler here) over the pile of 
mortar. There was 1% to 2 inches of space between the 
sand and where the pattern could rotate. 


| made the finished surface of the form using more 
mortar (sand and cement 4:1) and rotating the pattern 
to trim excess mortar from the pile. This procedure may 
feel like a labor intensive mess until you begin using the 
pattern. It is easy to generate a precise shape using the 
pattern to trim and smooth the layer of mortar that is the 
finished surface of the form. The surface of the form 
doesn’t need to be exact, but since this form can be 
used to create more parabolic dishes, it’s worth taking 
the time to get it as nice as you can. Let the finished 
form harden at least overnight. 


The Dish 

| was familiar working with mortar and impatient to see 
how well this technique would work for creating a thin 
composite shell. So | decided to make the first dish of 


finally trim 
ends 


ferro-cement with two layers of chicken wire and mortar 
(sand and cement 3:1). 


| removed the pattern from the bar and covered the 
form with a very thin (0.27 mil) piece of plastic sheet to 
prevent the dish from sticking to the form. Regular 
plastic wrap, wax paper, etc. would work as well. Above 
the plastic wrap | laid approximately two layers of light 
weight chicken wire. The wire will lay quite close to the 
form if you make a few radial cuts in the wire towards 
the edge of the dish and tighten the chicken wire at the 
center by twisting loops. Extra wire towards the edge of 
the dish is probably a good idea for strength. 


When the wire was pretty close to the surface of the 
form, | reattached the pattern to the bar. The pattern 
was approximately % inch above the form. By rotating 
the pattern above the form | could see where the wire 
needed to be worked closer to the form. | didn’t mind if 
the pattern touched the wire but | wanted the pattern to 
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Above: After the form is done, Cody Brewer constructs a parabolic cooker. 


When the pattern would swing fairly easily around the 
form without hanging up on the wire, | mixed a 
somewhat cement rich mortar — about 3 parts sand to 
1 part cement. | then used the pattern to shape a % inch 
to % inch thick shell the same way I'd used it to create 
the form. When making the dish | had a little trouble 
with wayward chicken wire and | wished I’d spent a little 
more time with the wire before applying the mortar. 


After the dish is formed, a number of small holes are 
poked in the still soft mortar about an inch and a half 
from the rim. These holes are evenly spaced and 
correspond to the number of aluminum reflector pieces 
used. In this case | needed 28 holes a little less than 6 
inches apart. The holes allow a piece of wire to lace the 
ends of the reflector pieces to the rim of the dish. These 
holes can be made with a nail or small stick. Finally, | 
covered the dish with more plastic wrap, shaded it, and 
let the cement cure for about 4 days. 


To remove the dish from the form | made several small 
wooden wedges and genily tapped them between the 
edge of the dish and the form. The dish came loose 
easily. Two people were able to lift it off and turn it 


upright. The finished dish weighs about 100 pounds, 
easily moved by two people. Adjusting its orientation to 
the sun takes one person. The dish feels stable and 
shows no sign of being troubled by animals or children. 
Since it is made of cement it will not rot or burn. 


This dish requires nothing fancy in the way of a mount 
or support. A shallow hole in the ground works nicely. 
We used an old car tire at the contest. Point the cooker 
toward the sun by pulling up on one edge of the dish. 


The Reflector 

The reflector material is sheet aluminum 0.010—0.020 
inches thick. This material is commonly available, at 
least in the U.S., as aluminum roof flashing in rolls of 
various widths by 50 feet long. One roll weighs about 
three pounds and provides more than enough material 
for one cooker. The cost of the reflector material is 
about two thirds of the cost of the whole cooker. 


One could build this cooker using aluminum foil, 
reflectorized mylar, or flattened aluminum cans for less 
money. However, this initial savings will likely involve a 
sacrifice of performance, durability, repairability, and 
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ease of construction. Given the moderate cost, 
durability, ease of working, ability to conform to an 
efficient parabolic curve, and ease of repair it would be 
hard to beat this aluminum flashing. Initially cheap is 
often not ultimately cheap. 


The aluminum is easily cut with a sharp knife and 
straight edge. Make two or three firm passes with the 
knife and the scored aluminum readily bends and 
breaks along the scored line. 


The number of reflector strips must correspond to the 
number of holes previously cast in the dish. The 
reflector could be made of various width strips 
depending on the availability of aluminum. The wider 
the strip the less cutting of aluminum, but the more the 
shape of the reflector will depart from the desired 
parabolic shape. The design of this cooker is based 
upon the use of an eight inch wide aluminum roll. 
Twenty-eight reflector pieces are required to easily 
cover the interior of the dish. The aluminum is cut (see 
p. 35) to minimize waste. 


After the reflector pieces are cut, punch or drill a hole 
near the narrow end. Stack all of the pieces up, drill a 
small hole near the narrow end and drop a small 
machine bolt through the hole. This assembly of 
reflector pieces can be secured to the inside face of the 
dish by placing the bolt in the center hole of the dish. 
Secure the bolt in place with a nut and washer(s) on the 
outside. Leave the nut loose enough to allow the 
reflector pieces to be fanned out evenly around the dish 
so that the entire inside surface of the dish is covered. 
This same arrangement can be accomplished with 
punch (nail, sharp stick) and short length of wire or 
string, as locally available. 


The outer edges of the reflector are simply laced to 
edge of the dish. Overlap two adjacent reflector pieces 
over one of the holes cast in the rim of the dish. The 
hole in the dish is used as a guide to punch or drill the 
hole in the reflector pieces. A piece of wire is threaded 
through these holes and in and out the other holes 
around the dish. Separate wires could be used at each 
overlap of the reflector pieces, but using one wire laced 
around the entire dish gives a nicer appearance. 


The Pot Support 

The pot support keeps the cooking pot at the focus of 
the parabolic cone regardless of the angle of the 
cooker, and provides an easy way to aim the cooker at 
the sun. This support is simply a couple of slender 
pieces of wood or metal about 60 inches long. These 
are sprung across the rim of the cooker at right angles 
to one another, wired or tied together where they cross. 


If the cooker is tilted, one of these cross pieces should 
be oriented so that it runs from the high point to the low 
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tape te a hieea ~ - 
Ace: David Baty and Cody Brewer at the 1993 Home 
Power Solar Cooker Contest. 


point of the dish. This cross piece will provide a support 
from which to hang a cooking pot at the focus of the 
parabola. The other cross piece stabilizes the first piece 
against movement from side to side. The shadow of the 
intersection of these pieces on the center of the 
parabola indicates when the cooker is aimed directly at 
the sun. 


Use 

The theoretical focal length is 11 inches, a point safely 
inside the parabolic curve. The focus of this parabola is 
soft; it concentrates the sun’s energy to a hot spot, but 
not a dangerously hot point. This spot is easily located 
with one’s hand when the cooker is aimed at the sun. It 
is also useful to learn how the focal point changes when 
the cooker is no longer aimed directly at the sun. | 
imagine that learning to cook on a parabolic type 
cooker would be analogous to cooking over a fire. The 
cooker must be tended from time to time to maintain 
heat by reorienting to the sun, just as a fire must be fed 
more fuel to maintain heat. Within both the cooker and 
a fire there are naturally hotter and cooler areas, and 
both heat sources if left untended will gradually cool off. 


The cooker develops temperatures high enough for 
frying food. Popcorn and espresso are now culinary 
events that are quite easily done in a solar cooker. One 
can cook more than a single dish of beans and rice 


Home Power #37 ¢ October / November 1993 


37 


Homebrew 


during the course of a day. We 
have used it to boil a quart of 
water in about 12 minutes. One 
parabolic cooker has the potential 
of doing the same amount of 
cooking as several box type 
cookers. Higher temperatures 
allow more types of cooking 
techniques. A parabolic cooker 
can be used to purify drinking 
water, heat bath water, etc. During 
less than ideal weather a 
parabolic cooker is more likely 
than a box cooker to have the 
solar gain required to cook a meal. 


The Future 

Cody Brewer and | have been 
experimenting with this cooker for 
just a little over two months and 


have experimented with different 

materials for the dish and KYOCERA 
construction details. We are camera ready 
planning to do a “production run” 4.6 inches wide 
of 20-50 dishes to refine by 7.4 inches high 


construction techniques for 
building these cookers in non- 
industrialized areas. We 
encourage anyone interested in 
the cooker, particularly its 
production, to contact us. 


Access 

Author: David Baty, 2929 M.L.King 
Way, Berkeley, CA 94703 « 510- 
848-5951. 


A version of these construction 
notes and full sized blueprint of 
the pattern are available for $5 
postage paid at the above 
address. 


yy 
{is} 


The process behind the Hup patent is that it ABBA Free shipping 48 states. 
increases batteries’ expected work life we New with 7 year factory 


according to extensive testing conducted by Wallan 
Hup. Call or write for your free 
Cie Hae peincnkorenen). TheBetterBuiltBatiery — brochure and price quotes. 


“o- Northwest Energy Storage 10418 Hwy 95 North, Sandpoint, ID 83864 (208) 263-6142 
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CARRIZO SOLAR CORPORATION 


1350 watts 
8’ x 20’ arrays 55 volts x 25 amps 
Transportation & Racking Available 
Coming down late 1993 from unmirrored segment 
Available from your local dealers. For more information call 


800-776-6718 


Recycled modules providing new electricity at affordable prices. 


ee Platypus-Power 


Store Hours: Mon- Sat 10-6 pm 
SOON LEGER. sisace-sosniansoease-anai 20 Watt to 1500 Watt Hydros. Any Voltage 
Approximate Power O utput 


INVERTER SALE!!! 12 & 24 Volt 


140 Watt — 200w peak 12v to 120 volt inventer $89.00 HIGH HEAD 24 V 
140 Watt — 200w peak 24v to 120 volt inventer $99.00 Net Head ft. | Gal/min| Watts 
240 Watt — 450w peak 12v to 120 volt inventer $129.00 33.0 84 
300 Watt— 500w peak 12v to 120 volt inventer $159.00 49.5 145 
66.0 220 
We have an extensive range of solar components, kits, China 82.5 336 
Diesel generators, high efficiency lighting, water pump 
systems, Aquastar water heaters & more... Free solar system LOW HEAD 12V 
sizing & estimates. Call us for info. packet and price list. Net Head ft | 3.3 | 6.6 | 9.8 | 13.2) 16.4| 19.8) 23.1 


Watts 60 | 125 | 180] 280 | 390| 470; 550 


37 Toorak Rd., Bright, Vic. Australia 3741 
Ne a7 Ph. 61 057 552 383 ~—- Fx: 61 057 552 265 


1-800-364-9941 


ANANDA POWER TECHNOLOGIES 
camera ready 
7.5 inches wide 
by 3.125 inches high 
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Basic Electronics 


Using Magnetic 
Fields to 
Change 
Voltages 


Chris Greacen 
©1993 Chris Greacen 


t the turn of the century a battle 

raged over whether the country 

would be run on alternating 
current (ac) electricity, or direct current 
(DC) electricity. Thomas Edison was the 
big proponent of DC electricity. The 
eccentric inventor Nikola Tesla, backed 
by George Westinghouse, was sure the 
future lay with ac electricity. When the 
dust cleared, the utilities chose ac 
electricity. The determining factor was 
that ac electricity can easily be changed 
from one voltage to another using 
transformers. This meant that power 
could be produced at a voltage 
convenient for the power plant 
(hundreds of volts), transported great 
distances at a higher voltage (hundreds 
of thousands of volts), and eventually 
reduced to lower, safer voltages for use 
in homes and businesses. 
Historically, homes powered by renewable energy were 
12 Volt homes. Energy was produced, stored, and used 
as 12 Volt DC. We’re finding, though, that renewable 
energy systems can be cheaper and more flexible if we 
play some of the voltage transforming games which the 


utilities have long been doing on a grand scale. This 
allows power producers (solar, wind and hydro) to 


harvest Nature’s energy offerings efficiently. It allows 
low-loss transportation, and convenient and safe 
storage and use. 


Technology has progressed since the days of Tesla 
and Edison. Nowadays it’s possible to “transform” DC 
electricity from one voltage to another using DC to DC 
converters. These circuits are more complex than ac 
transformers, because they contain an oscillator and 
switching circuitry. But properly designed, DC to DC 
converters can be smaller, more flexible, while just as 
efficient as the best transformers. PowerStar and 
Statpower inverters and Todd chargers are common 
renewable energy equipment which use DC to DC 
converters in places which had previously been the 
exclusive territory of 60 Hertz ac transformers. Bobier 
Linear Current Boosters and Solarjack pump controllers 
are DC to DC converters which “transform” the power 
from photovoltaics to better match the current and 
voltage needs of DC electric motors. 


How Does This Stuff Really Work? 

Let’s get into the nitty gritty, starting with how 
transformers work. My last article (Home Power #35, 
page 77) discussed magnetic fields created by 
electrical current, and electrical current made by 
changing magnetic fields. Here’s a recap of the two 
laws of physics at work. 


Ampere’s Law: When current flows in a wire it creates 
a magnetic field wrapping around the wire. 


The “right hand rule” predicts the direction of the 
magnetic field: point the right thumb in the direction of 


on MAGNETIC 
— He FIELD 
Se = 0 ee 


DIRECTION 7 
OF CURRENT 


Qf 
7) 
i my ; 
p— 
a ae 


Figure 1: the right hand rule. 
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the current, and the fingers wrap around in the direction 
of the magnetic field. 


If you wrap the wire into a coil, a current flowing in the 
wire creates a magnetic field (stronger than one made 
by a straight wire) inside the coil. A coil of wire like this 
is called an inductor. 


Figure 2: Magnetic Fields in an inductor. 


The more turns of wire, the greater the magnetic field. If 
you stick a hunk of iron inside the coil the magnetic field 
can increase thousands of times. 


To convince yourself Ampere’s law is for 

real, make an electromagnet. Wrap a 4” 
small (22 gauge to 26 gauge) wire 100 ~~ , 
or more times around a big nail. \wes./a~ 
Connect the wire ends to the positive © “Vv 
and negative sides of a flashlight 2 
battery. Pick up washers, small bolts. 
Try more wire wraps, or another battery F 
in series. (Note: this experiment is pretty 
hard on batteries) 


Faraday’s Law: A changing magnetic field produces a 
voltage in a nearby wire. 


The current (if any) which flows as a result of this 
voltage will be in the direction such that the magnetic 
field it produces will counteract the original magnetic 
field change. If this sounds confusing, read on, it will 
make more sense as we look at how a transformer 
works. 


Basic Electronics 


Transformers 

Figure 3 shows a simple transformer. The “primary” 
winding (on the left hand side) is where you put in the 
ac electricity you want to “transform”. You attach the 
load to the “secondary” winding (right hand side). A soft 
iron ring magnetically couples the primary and 
secondary. In this picture the primary winding has 15 
turns, and the secondary has three. This was easy to 
draw, but let’s pretend they have 150 and 30 turns 
respectively, as a real transformer might. 


| SECONDARY 
POSITIVE | COIL nly 
VOLTAGE a e 
> INDUCED = 
L z CURRENT hte \ 
O A ‘J ,_V 
Sem fo 


Figure 3 


Imagine applying direct current (not ac) to the primary. 
The current flowing through the primary coil creates a 
magnetic field (pointing downward in the picture). This 
magnetic field travels through the iron core 
(counterclockwise) and inside the loops of the 
secondary coil. For the instant that the magnetic field 
grows from zero to its full strength, it induces a voltage 
in the secondary coil, and the bulb lights for a moment. 
But the instant the magnetic field stops growing (when 
the primary current reaches a steady state — Figure 4), 
the bulb goes out (secondary current is zero). 


POSITWE 
VOLTAGE 


Nice ‘D 
INDUCED —v 


CURRENT 


&»5 CONSTANT 
L MAGNETIC 


IL 


Figure 4 


Now disconnect the direct current to the primary (Figure 
5). Current stops flowing in the primary, and therefore 
the magnetic field dies away. This decreasing magnetic 
field momentarily induces a current in the secondary 
the opposite direction as before. Again the bulb lights 
for a moment. The important thing to keep in mind is 
that current only flows in the secondary when current in 
the primary is changing (growing or shrinking). 


Figure 5 
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Connect the primary wires up so that positive and 
negative are switched from what they were at first 
(Figure 6). The current in the primary goes the other 
direction now, and therefore so does magnetic field. 
You could say the magnetic field decreased from zero 
to some negative value. Again a changing magnetic 
field induces a current in the secondary, and the bulb 
glows. 


; - ae 
ce A, 4 YL th, 
L onsen <P JA vouces 7 m=? ‘es 
a (MOA ad cmaene / AN 
OQ — re } a La 
Figure 6 


It was the changes in the DC voltage that induced 
current in the primary. But ac (alternating current) is 
always changing. For example America’s 120 vac 
sloshes from +165 volts to -165 volts sixty times a 
second. An ac voltage applied to the primary, creates 
an ac voltage on the secondary. For a perfect 
transformer, the voltage of the primary divided by the 
voltage of the secondary is equal to the number of turns 
in the primary divided by the number of turns in the 
secondary. 


Vp/Vg = No/Ng 


p p 
where V and N refer to voltage and number of turns, 
and the subscripts p and s refer to the primary and 
secondary coils. If you fed the transformer (Figure 3) 15 
volts ac, you’d see 3 volts ac on the secondary, since 


(150 turns/ 30 turns) = 5 = (15 volts ac/ 3 volts ac). 


A transformer like this, with less secondary turns than 
primary turns (Ns < Np) is called a step-down 
transformer. What would happen if you exchanged the 
primary and the secondary? You would get a step-up 
transformer. If you plug 15 volts ac into the side with 30 
coils, you’d see 15 volts ac x (150 / 30) = 75 volts ac. 


And that’s all there is to it. The transformers in inverters, 
and in wall cubes (the things that you plug in the wall to 
power small 9 Volt or 6 Volt appliances), and big utility 
transformers you see on power poles — all of them 
work pretty much the same way. 


DC to DC Converters 

Doing the transforming thing for DC is more difficult. 
The problem is that you can only get energy out of 
magnetic fields if they’re changing. And you can’t make 
changing magnetic fields with DC. You could take DC, 
and chop it up into ac, and then run it through a 
transformer to change its voltage, and rectify it back to 


DC. Indeed, this is sometimes done. But in addition to 
something that chops electricity, this approach requires 
a transformer (two coils of wire), and a full wave rectifier 
(four diodes), and filtering capacitors. A “switching” DC 
to DC converter is an elegant, efficient solution. It 
requires, in addition to a “chopper”, only one coil of wire 
(an inductor), and a single diode, and (usually) a couple 
of capacitors for filtering. They come in three flavors: 
Buck, Boost, and Inverting. 


The Kluge Firefighting Buck Converter. 

Dr. Kluge and his duck friends are on fire duty, putting 
out boat fires. The fireboat they’ve constructed has a 
tank of water on a high platform. This is great for 
making a high pressure spray of water, but it only lasts 
for a short time — until the tank runs out. Is there a way 
they can use the water in the tank to pump some ocean 
water so they can get more water (but at a lower 
pressure) for fighting fires? 


The Dr. Klige solution: use a turbine attached to a 
flywheel, a check valve, and a valve that can be quickly 
opened and closed by a dedicated duck. When the 
duck’s valve is open wide, water from the tank flows out 
through the hose, spinning up the turbine and the 
flywheel as it goes. Then the duck closes the valve. The 
flywheel keeps the turbine spinning, now strongly 
sucking water up from the check valve to the ocean. 
When the turbine slows down, the duck opens his valve 
again to speed it up. Now the water coming out the 
hose for the fire is the water from the tank plus the 
pumped water from the ocean. 


Buck Converters 

Buck converters change DC electricity from a higher 
voltage to a lower voltage. They’re the most common 
DC to DC converter in the renewable energy world. 
Linear Current Boosters and other pump controllers are 
buck converters. They work a lot like Dr. Klige’s fire 
boat. A coil of wire (an inductor) plays the role of the 
flywheel and turbine. A diode is the check valve to the 
ocean, and the “duck valve” is an oscillator and a power 
transistor — usually a FET. (For more on components, 
see the Basic Electricity articles in HP#32, #34, #35). 


Let’s start with the circuit off: no currents flowing and no 
magnetic fields. When the transistor is turned on, 
current starts to flow from the higher voltage supply, 
through the inductor, to the load. The increasing current 
stores up energy as a magnetic field in the inductor. 
When the transistor turns off, the energy stored in the 
inductor works to keep pulling current — but from 
where? Up from the diode from ground! Eventually the 
energy stored in the inductor is expended pumping this 
current up through the diode. Then the transistor turns 
on again, bringing current from the higher voltage 
source, charging up the inductor. 
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Figure 7: Dr. Kliige’s fireboat does with water what a buck converter does with electricity. 


Is this rigorous enough for you? | can explain it without 
talking about “energy” if you want. When the transistor 
turns on, increasing current in the inductor builds an 
increasing magnetic field which, in turn, induces a 
voltage opposing the increasing current. When the 
transistor is turned off, the current through the inductor 
is no longer increasing — it’s decreasing, and the 
magnetic field begins to decrease. The inductor’s 
decreasing magnetic field drops the voltage at point X 
to —0.6 Volts, and current flows up through the diode, 
through the inductor, and out to the load. (If the diode 
weren't there, the voltage at X would drop well below 
—0.6 Volts.) The collapsing magnetic field provides the 
voltage “rise” across the inductor to pump current to the 
load. Finally, the transistor turns on again, repeating the 
cycle. Capacitors on both sides of the DC converter 
absorb voltage ripples caused by this somewhat jerky 
process. See the Home Brew in this issue for a simple 
buck regulator you can build to efficiently provide up to 
3 Amps at 12 Volts DC from any 14 to 40 Volt source. 


aw 8 


SUPPLY: 1 LOAD: 
HIGH VOLTAGE Osc. LOW VOLTAGE 
LOW CURRENT SW HIGH CURRENT 


Figure 8: Buck converter 


Boost Converter 

Rearrange the transistor, inductor, and diode, and you 
get a boost converter: low voltage/high current in — 
high voltage/low current out. Have you ever looked at 
how a hydraulic ram pump works, using a lot of water 
falling a short distance to pump a small amount of water 
higher? (See HP#28, page 11 for a diagram) A boost 
converter is the ram pump’s closest electrical cousin. 
The transistor to ground entices increasing current to 
flow through the inductor. Then the transistor is 
switched off, and the current (driven by the inductor’s 
collapsing magnetic field) has no place to go except out 
the diode to the higher voltage load. 


Vt ©) 
SUPPLY: Aas Nt LOAD: 
LOW VOLTAGE 
AC “FAN HIGH VOLTAGE 
HIGH CURRENT LOW CURRENT 


Figure 9: Boost converter. 


Inverting Buck/Boost Converter 

There’s one last rearrangement of the inductor, 
transistor, and diode, making an inverting converter. 
Put in some positive DC voltage and you get out a 
negative DC voltage. When the transistor is turned on, 
an increasing current flows through the inductor to 
ground, building up the inductor’s magnetic field. When 
the transistor is turned off, the inductor’s collapsing 
magnetic field sucks current through the diode, 
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dropping the voltage of the load below ground. 
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Inverting converters are versatile: the magnitude of the 
output voltage can be greater or less than the input 
voltage depending on the frequency and duty cycle of 
the oscillator. But they require greater currents through 
the transistor than do the buck or boost circuits above. 
This means bigger, more expensive transistors. 


+ iE aK 
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= NEGATIVE 
VOLTAGE 


GND GND 


Figure 10: Inverting converter. 


Access 

Author, Experimenter, and Artist: Chris Greacen, Rt 1 
Box 2335B, Lopez Island, WA 98261. Thanks to Anne 
Brandon, Beaverton, OR, for the idea of the plumbing 
inductor. = 
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BRASCH LABS 
camera-ready 
3.65 inches wide 
by 4.8 inches high 
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7 BARON NE 0. 


THE ALL NEW NEO PLUS IS RATED 
IN 29-30 MPH WINDS AT 750 WATTS 


$925-$975 INCLUDING REGULATOR 


LOWEST PRICE PER WATT IN THE INDUSTRY 


* THREE PHASE AC TO BATTERIES/LONGER WIRE RUNS 

* NREL/DOE PATENTED SMALL TURBINE AIR FOILS 

* NEW RESISTIVE LOAD TYPE REGULATOR LOCATED AT 
THE BATTERIES WITH A SOFT ON/OFF SWITCH 

« FIELD ADJUSTABLE BATTERY CHARGE LEVEL 

* ORDER IN COMBINATION 12/24 OR 36, 48 AND 180 VOLTS 

* NEW BLADE DESIGN ALLOWS 4-5 MPH START UP WITH 
MAXIMUM OUTPUT IN 5-20 MPH WIND SPEEDS 


FOR FREE BROCHURE CALL 
WIND BARON CORPORATION 1-800-730-WIND 
In Canada 1-602-526-6400 


ee 


POWERSTAR PRODUCTS, INC. 
PROUDLY PRESENT OUR FULL 
LINE OF INVERTERS 


aaa ee ee eee eed 


| « ALL ALUMINUM POWDER COATED PARTS — NO PLASTIC 


The POW 200 


The UPG Inverter 


For getting AC power from your batteries, NOBODY beats 
PowerStar. Our line of upgradable inverters has set a standard to 
which all inverters are measured. And our convenient POW200 
has allowed thousands of users to turn the cigarette lighter of 
their car into an AC outlet, to bring appliances on the road!! 


Model Continuous Watts Peak Power Input Range € 

POW 200 140 w 400 w 10-15 v Ss 

UPG 400 400 w 3000 w 10.5-16.5 v zz 
UPG 700 700 w 3000 w 10.5-16.5 v CPD 
UPG 1300 1300 w 6000 w 10.5-16.5 v Things thacwerki 
UPG 900-24 900 w 3000 w 21-33'V “pa epoweond 
UPG 1500-24 1500 w 6000 w 21-33 v__ tested by Home Power 


PowerStar Products Inc 
10011 N. Foothill Blvd. 
Cupertino, CA 95014 


For the name and number of your nearest dealer, 


CALL NOW (800) 645-4004 
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BACK HOME MAGAZINE 
camera ready 
2.875 inches wide 
by 5.7 inches high 


PHOTRON 
camera ready 
4 inches wide 
by 5.8 inches high 


Pit ADVANCED ELECTRONICS 


2 yy) 8525 Elk Grove Blvd Ste 106 
i ; Elk Grove, CA 95624 


Qe. Wy (916) 687-7666 
ay) 


Equipment shown 
by appointment 
UNFRAMED CARRIZO’S 
Copper Quad Lam 87 Watts $199.00 
Bronze Quad Lam 95 Watts $279.00 
FRAMED & J BOXED CARRIZO’S 
Bronze Quads (polycarbonate) $350.00 
Bronze Quads (aluminum) $379.00 
Gold Quads 10.5 Watts (aluminum) $449.00 
HI QUALITY CRYSTALLINE FRAMELESS MODULES 
9+watts 10"x17" 36 cells, VOC-20.3, VPP 15.8 — $75.00 
3+ watts 10”x10” 36 cells, VOC-20.1, VPP 15.7 — $45.00 
1+ watts 5°x5” 18 cells, VOC- 9, VPP-7.5 — $15.00 
AMORPHOUS MODULES 
10 Watt 12"x36" alum. frames VOC-22.5, VPP-14.50 — $69.00 
5 Watt 12"x18" alum. frames VOC-22.5, VPP-14.50 — $45.00 
plus shipping and handling. 


Call for best pricing on inverters, charge 
controllers, and batteries. 


al | r 


Star Power Solar Energy 


¥#* Get your small solar module from Asia 
at a most reasonable price 


¥# Power ranging from 0.25 to 20 W 
¥#* Glass superstrate, aluminum substrate or 
other encapsulation 


¥# Integrated lighting systems 
¥#* Build OEM module to your requirement 


¥#* Fax us in Hong Kong for details, return fax 
within 24 hours 


Star Power International Ltd 
9/F, A-1, 6 Broadcast Drive, Hong Kong 
Tel: (852) 605- 6451 Fax: (852) 605 6466 


Home Power #37 ¢ October / November 1993 4 5 


Energy Efficiency 


Phantom Loads 


Richard Perez 

ust because the switch says “OFF” 

doesn’t mean a device is not 

consuming electric power. Many 
modern appliances contain clocks, 
memories, remote controls, 
microprocessors, and instant-on 
features that consume electricity 
whenever they are plugged in. That’s 24 
hours a day, 7 days a week.... While 
these Phantom Loads are often small, 
their power consumption really adds up. 
Some Phantom Loads are easy to spot 
— clocks and and timers have displays. 
Other Phantom Loads are truly hidden: 
the appliance seems off when it is 
switched off, but it really isn’t. 


My introduction to the phantoms... P xs 


| first became aware of the impact of 
phantom loads about five years 
ago. At the time | was working as 
an installing dealer of RE 
systems. | had a call from a 
customer complaining that his 
brand new batteries weren't 
working. Immediately after 
installation, the family went 

on vacation for three weeks 

and returned to _ fully 
discharged batteries. | made 

a service call to the site and 
investigated. After questioning, 

it was apparent that the family 
had mistakenly left their inverter 
up and operating during their 
vacation. But since all the 
appliances were switched off, this 

couldn’t explain where the two kilowatt- 

hours of daily PV energy went. | 
questioned the family further, “Did you add any 
new appliances to the system?” “Yes,” they replied, 


“we bought two new TV sets and a new stove with 


electronic ignition.” And the hunt was on! 


While the two 21-inch color TVs looked great, both 
were equipped with remote controls and “instant-on” 
picture tubes. A quick measurement determined that 
each TV was consuming 28 watts even when switched 
off. Most of this power was keeping the filaments in the 
picture tube warm 24 hours a day. A quick go with the 
calculator gave us a total inoperative TV power 
consumption of 1300 watt-hours daily. Measurement of 
the stove showed that the power supply driving the 
electronic ignition was operating 24 hours a day and 
consuming 14 watts. So the stove was consuming 
about 330 watt-hours daily, even when no one was 
cooking. Since all these appliances were powered via 
an inverter, the actual power consumption was even 
higher due to inverter inefficiency. | figured that the two 
TVs and the stove were consuming about 1,900 watt- 
hours of power daily. And they weren’t even being 
used! 


Obvious Phantom Loads 
Consider a clock. Many microwave ovens, washing 
machines, stoves, VCRs, and other appliances contain 
a clock or timer. The electronic clock/timer and its 
display consume very little («0.5 Watts). However, there 
is a power supply in the appliance that converts 120 
vac into low voltage DC for the clock/timer. This power 
supply is very inefficient at low power, consuming 
many times the power actually used by the 
clock. This power supply consumes 


wa between 4 and 8 Watts or about 100 


to 200 Watt-hours daily — enough 
to run a compact fluorescent light 
for about ten hours. 


Sneaky Phantom Loads 
Some Phantom Loads appear 
to be truly OFF when 
switched off. There are no 

lights or indicators showing 
power consumption, but the 
device is still using electricity. 
Offenders in this category 
include instant-on TVs, 
stereos, VCRs, computers, 
calculators, computer printers, 
satellite TV systems, and any 
device powered by a “wall cube”. 
Wall cubes are power supplies in 
plastic boxes that plug into 120 vac 
outlets. Let’s visit a few of these 
Phantoms where they lurk. 


The Primary is Alive! 
Many 120 vac appliances contain power supplies. 
These convert 120 vac, either inverter or grid produced, 
into low voltage DC for the appliance’s electronics. On 
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some appliances the ON & OFF switch is placed on the 
secondary (low voltage side) of the supply’s 
transformer. The primary is not switched and is always 
connected to the 120 vac source. See the diagram 
below. 
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TRANSFORMER 
in the Appliance's Power Supply 


The inverter or commercial power grid sees the primary 
of the transformer as a constant load. Power 
consumption on these devices may run between 50 to 
over 200 Watt-hours daily. 


Filters and Line Conditioners 

Many 120 vac business appliances like computers, 
printers, typewriters, FAX machines, and copy 
machines use small filters on their power input. These 
filters serve a useful purpose — protecting the device 
from overvoltage, surges, noise and other electric trash 
that may wander onto the grid supplied electrical lines. 
Unfortunately, most of these filters are wired in ahead 
of the power switch, and are online all the time. They 
consume power from the inverter — about 8 to 40 Watt- 
hours daily. True power conditioners like ferroresonant 
line conditioners made by Sola, LineTamer, and many 
others can also be Phantom Loads. For example if a 
500 watt power conditioner is used to filter inverter 
power for a computer system, then the filter will 
consume about 250 watts even if the computer system 
is unplugged from the filter. 


Wall Cubes 

These small black boxes are really Phantom Loads. 
Wall cubes are actually small power supplies. Consider 
the case of a telephone answering machine powered by 
a wall cube. The wall cube is plugged into an electrical 
outlet and feeds the answering machine via a low 
voltage power cord. The ON/OFF switch is located on 
the answering machine itself. Even if the answering 
machine is turned OFF, the wall cube still consumes 
electricity. This is electrically the same as having a 
power switch on the transformer’s secondary — the 
primary is alive all the time. A wall cube uses 20 to 50% 
of its rated power even when its device is switched off. 


Energy Efficiency 


Dealing with Phantom Loads 

Unplug the appliance! This works for sure because it is 
disconnected from its power source. However, 
constantly plugging and unplugging is a pain and wears 
out the plug and socket quickly. Just about every 
hardware or discount store sells extension cords with 
multiple female plugs that are switched on the plug 
strip. They sell for $4 to $8. When the plug strip is 
switched OFF, all the appliances plugged into the strip 
are disconnected from the 120 vac power source. 


We use these plug strips for all phantom loads. Here on 
Agate Flat, we have many SL Waber (Model EP7S, 
costing $5.99 at the local discount house), seven outlet, 
plug strips with neon indicator lights. The neon indicator 
glows when the plug strip is turned ON and supplying 
power to all the phantom loads connected to it. We 
have all our computer equipment, all remote controlled 
electronics (TV & VCR) and many wall cube powered 
devices plugged into these strips. | don’t mind feeding 
these appliances when they are actually operating, but | 
don’t want them wasting power and flattening our 
batteries when they are supposed to be OFF. 


Selecting Appliances that are NOT Phantom Loads 
Any appliance with a built-in electronic clock or timer is 
a constant and obvious phantom load. If you want a 
clock, then buy a clock, not a microwave or VCR. Avoid 
appliances with electronic memories unless these 
memories are kept alive by small batteries within the 
device. 


In many cases all appliances of a particular type are 
phantom loads. VCRs, for example, all contain clocks 
and timers that are alive even if their displays are not lit. 
All appliances using wall cube power supplies are 
phantom loads. Every piece of electronic office 
equipment is a micro phantom load because of its 
filtration. Here the switched plug strip comes to our 
rescue. 


The Bounty on Phantom Loads 

If you live on the commercial grid, you’re paying an 
average of 7.75¢ per kilowatt-hour for electricity. A 
small phantom load of 4 watts costs you about $2.70 
yearly. 


If you make your own electricity, then the savings 
situation is even better. Site produced power costs 
much more, about 60¢ per kilowatt-hour. The 4 watt 
phantom load costs home power producers about $21 
per year. The plug strip pays for itself in less than 4 
months. And we get to use our power elsewhere. 


The bottom line for an individual phantom load tells only 
part of the story. Sure we can save some money by 
disconnecting phantom loads. We can also save 
resources for use elsewhere. We can also eliminate the 
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pollution produced by the ENERGY CONSUMPTION IN PHANTOM LOAD APPLIANCES 


power going down the 


The Small Picture The Big Picture 
throats of phantom loads. 

1 household 93,347,000 households 
Regardless of the electrical F , oo. 
power source, phantom Phantom Load Watt-hrs. Yo millions of KWH 
loads waste energy Quan Watts | perday | Equipped per year 
because they don't do 1 Instant-on TV 28 672 80% 18,317 
enyining in het Tor ter 1 Video Cassette Recorder 14, 336 70% 8,014 
power consumption. While 
in the individual sense, 1 | Microwave Oven w/clock 8 192 60% 3,925 
these phantom loads are 2 Wall Cube Power Supply 5 240 90% 7,359 
ain nie Gone Gu ve 1| Stereo w/remote control 8 192 50% 3,271 
sense, were wasting 
enormous amounts of 1| Electronic Ignition Stove 14 336 20% 2,290 
acne Totals| 77| «1968 | Total 43,176 | 


Let’s do a little calculator 

speculation about phantom loads. 
A homestead powered by PV or 
wind can face between 1 to 2 
kilowatt-hours of extra energy 
consumption from phantom loads. 
That’s roughly equivalent to the 
energy produced by four to eight 
photovoltaic modules at a cost of 
around $350 each. Add also extra 
batteries to power the phantom 
loads at night. When you’re 
making your own electricity, 
phantom loads are the enemy! 
Break out the plug strips and 
launch a direct frontal attack! 


On a more serious, grid- 
connected note, our nation wastes 
about 43 billion kilowatt-hours of 
energy on phantom loads yearly. 
The spread sheet above shows 
how this was calculated. This is 
enough electrical energy to totally 
provide the countries of Greece, 
Peru, and Vietnam for one year. 
When | consider that this energy 
does nothing but waste power and 
produce pollution, | am ashamed. 


Access 

Author: Richard Perez, c/o Home 
Power, POB 520, Ashland, OR 
97520 * 916-475-3179 


Artist and renderer of the 

Phantom Load Demon: Stan (the 
pixelating pinhead) Krute, c/o 
Home Power, POB 520, Ashland, 
OR 97520 {3} 


TRACE ENGINEERING 
camera ready 
4.65 inches wide 
by 4.85 inches high 
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Editorial 


The Silent 
Revolution 


Michael Hackleman 

Imost two decades ago | 

discovered a wonderful 

machine. | was busy plowing 
through new and old technologies 
— full of windmachines, solar 
panels, biogas containers, and 
waterwheels. One of the things | 
found was a way that | could make 
a car plug into a windmachine. A car 
that could run on the wind energy | 
was generating on my farm. It was 
the electric car. | wrote a book on 
what | found. And | went on with my 
journey, other discoveries, other 
books, other fields. 


Years later, | came back to electric vehicles (EVs) 
Like a parent looking for a lost child in the 
blankets, | was surprised a little that the EV hadn't 
taken off by itself. It was such good technology. A 
natural for the planet. Something that fixed a lot of 
problems with such a low-tech solution. Its silence 
shouts its efficiency. It works well even without 
transistors! As basic propulsion beyond human 
power, it was good. 


In my workshops, | sometimes tell the story about 
my first wild ride on an electric. It was a runaway. 
The modified golfcart didn’t act like one at all! Up 
to then, the technology had been bridled, held 
back. It was better than it looked at first glance. 
With me, it has survived the test of time. 


When | started looking for more information on 
EVs, | found it. Written material buried deep in the 
library system, one hundred years old. The 
discovery was intense. So, | had no problem 
identifying with Richard Orawiec’s passion in 
“Relaunching the Esther’. Electric vehicles have 
proven themselves in many applications over 
time. Electric cars, electric buses, and electric 
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trains offer some of the most benevolent technologies — all 
ready for us to use. “And the plug for it is in the sky!” says 
Richard, standing on an electric boat. 


Driving an electric car daily has taught me some humility. | 
feel more thoughtful of the way | use transportation. | don’t 
just mindlessly power myself about. | plan trips. As a Solar 
Eagle teammember (see “Racing Solar Panel Design’), | 
grew to appreciate how little energy it takes to move 
ourselves about. | discovered that EVs weren't the handicap | 
thought they would be. It's true that knowing how much 
electricity | have on board is a challenge. And yet — it’s not. 
Again, I’m thinking about it. 


Another discovery is something that electrics have that 
engines won't until they’re screaming. Low-end torque. With 
utmost efficiency and quiet elegance, you can beat almost 
any other car off the line at the traffic light. Indulging yourself 
or not, it’s nice to know that you can do it. 


| felt something this past year that | haven't felt before, 
relative to EVs. A feeling of success. Electrics are going to 
make it. They have some distance to go. A lot of refinement. 
Rick Proctor's “Catching the Dream” is proof that many are 
accepting the challenge. Education is important. Mingling 
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with professionals, even competitors, maintains 
perspective, as indicated in “The REDI Report.” 
Listening to the voice of experience, as with Shari 
Prange’s “Electric Car Speed Control Systems,” 
assures the driving public that EVs are safe and 
reliable. 


Driving an electric has taught me about addiction. If 
your day doesn’t happen without a car, then you’re 
dependent on it. Willfully engaging in a transportation 
system that kills 50,000 people in the U.S. each year in 
accidents alone, is either crazy or addictive behavior. 
Which one is yours? 


It’s a scary time. Changes abound. Breathe! | believe 
the saying that fear is excitement without breath. Part of 
the belief system with GoPower is that non-abusive 
transportation is possible. Electric transportation (not 
necessarily cars) is a piece of the puzzle. Electricity is 
magic. It’s a nice way to move energy. Like my words 
on a screen. The print you read. Positively electric. 


GoPower is for you. When you're ready to do 
something relative to transportation, | want to help 
make it happen. As Michael Leeds says, “If you want 
your dreams to come true, help make other people’s 
dreams come true.” If you are already doing something, 
share it with GoPower’s readers. | want pictures and 
words. You don’t have to be a good writer. Don’t worry; 
I'll make you look good. If you describe also what did 
not work, you warn others of the pitfall. Effort is 
important. Ask questions. Suggest answers. The future 
belongs to all of us. 


Access 
Author: Michael Hackleman, c/o Home Power, POB 
520, Ashland, OR 97520 


A note on the photo on page 49: 


This is a commercially available, electric commuter 
vehicle made by Doran. See ad index for access. 


Do you want to start business in renewable energy? 
Do you want to find distribution for your products? 


SOLAR ELECTRICITY TODAY 
Lists 800+ Dealers, Manufacturers, Mail Order Dealers 
and Information Sources. It Costs $7 in the U.S., $9 to 

Canada/Mexico. Dealers List on Mailing Labels 
Available. 


THE PV NETWORK NEWS 
2303 Cedros Circle, Santa Fe, NM 87505 
505-473-1067 


Editorial 


The most polished production 
electric vehicle in the wond 
— now available in the USA! 


¢ Easy and fun to drive! 

¢ Simple controls, fully featured with electric 
heaterand defroster 

* Sophisticated battery management system 
means you unplug and go. 

¢ 35 miles perhour, 25-30 mile range 

* Over 4000 on the road in Europe 

* 36 Volt operating system from three 12 V deep 
cycle batteries 

¢ Energy-use gauge takes into account curent, 
temperature and powerusage 

¢ Charger remembers discharge cycle and 
recharges accordingly. 

* Good grade-ability at 16% — climbs 10%grade 
at about 18 miles per hour. 

¢ Curent limiter protects batteries and assures 
350+cycles for most uses. 


* Only 60 Watt-hours permile average — 
recharge with PVs (about 3.5 kW-h percharge) 


The City-el is manufactured by CityCom 
Elektromobilfa brik A/S of Randers, Denmark, and 
imported by Pacific Electric Vehicles. 


Dealer Inquires invited 


Pac ific 
Hectic 
Vehicles 
8500 Weyand Avenue 
Sacramento, CA 95828 
916-381-3509 
fax 916-381-2189 
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Above: The Solar Eagle tastes its first solar energy on the CSULA track. 


Racing Solar Panel Design: Part Four 


Michael Hackleman 


hile publishing Alternative 

Transportation News, | began a 

series on designing and 
fabricating the solar panel for the Solar 
Eagle, a world-class solar race car. In 
1990, the Solar Eagle placed 4th of 32 
cars in the transcontinental Sunrayce 
USA, and 10th of 42 cars in the 
transcontinental World Solar Challenge 
in Australia. Although this was, 
therefore, a highly competitive design, 
there are more similarities in various 
solar panel designs than differences 
between them. This series, then, was 
intended to reveal design and 
construction techniques that would 
apply to a scratchbuilt solar panel for 
mobile or stationary applications. 


©1993 Michael Hackleman 


In the first of my articles on Racing Solar Panel Design 
(ATN, Jun/Aug 91), | toured the design issues, the 
constraints due to panel shape and size, and the 
method we selected to string cells in series-parallel 
configurations. In the second article (ATN, Sep/Oct 91), 
| detailed the actual module construction: interconnect 
options, soldering, applying the glazing, light testing, 
and soldering the sub-strings. In the third article (ATN, 
Nov-Dec 91), | covered module design, construction 
issues, assembly, mass production, carriers, 
attachment to the substrate, and vacuum bonding. 
(These three back issues are available from Home 
Power.) 


This is the fourth and final article in the Racing Solar 
Panel Design series: finishing, testing, and racing the 
Solar Eagle panel. The process picks up at the point 
where the modules have been assembled on the 
substrate and the bonding agent has dried. 


Module interconnection 

Once all of the modules had been bonded to the 
substrate, the array team began the process of 
connecting them together electrically. Typically, there 
were two terminating strips to each module to handle 
the end-of-row junctions. These were pinned in place 
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overlapping the adjacent module’s terminators. 
Individual modules were connected with others by 
soldering. In the wide portion of the center panel, there 
were many “center” terminators to join. These 
continued the rows of cells all the way across the width 
of the panel. These terminators were also bent into 
position and soldered. 


As strings were completed, they were tested with a 
voltmeter under ambient light conditions to ensure that 
the connections had indeed been made, and that the 
Voc (voltage, open circuit) was approximately the 
correct value. Once the interconnection of modules was 
complete, the solar array was cleaned of any adhesive 
that had leaked out from under the cells. 


Actually, a substantial amount of adhesive had pushed 
out from under the cells. Partway through the bonding 
process, | was shocked to discover that most of the 
solar cells that had been bonded to the substrate had 
“dished”. Dishing occurs when the center of the solar 
cells bonds closer to the substrate than the edges of 
the cell. This is partially due to the soldered 
interconnect under each cell. | hadn’t noticed this with 
panels built at Spectrolab. Admittedly, none of the cells 
had cracked, but | did have nightmares about what 
would happen when the panel got hot or was subjected 


PV Design for EVs 


to road shock. Nevertheless, we continued the bonding 
process, and completed the panel. Fortunately, no cells 
were lost because of this effect. Subsequently, 
however, | discovered that a vital ingredient was 
missing from our adhesive recipe — microballoons. 
This acts like both a filler and a thickener. It would have 
prevented most of the dishing and kept a larger 
percentage of the adhesive under the cell, too. 


Bypass Diodes 

Bypass diodes were added to each of the solar strings. 
A bypass diode is wired in parallel with a portion of a 
string of series cells to provide a current path around 
them in the event a cell becomes resistive or open. This 
way, a string can supply power at reduced voltage 
rather than no power. To ease the fabrication effort, our 
design put diodes across rows of cells. Diodes, then, 
bypassed as few as fifteen and as many as forty seven 
cells. A more standard procedure is to install bypass 
diodes across a specific number of cells throughout a 
string. However, since we could not find any reason not 
to do it, we opted for this irregular procedure. It clearly 
simplified our assembly process! 


To simplify the testing procedure and to help with any 
subsequent troubleshooting effort, all of the bypass 
diodes were mounted on small pieces of perforated 


Below: Solar Eagle teammembers orient the PV panel for a quick recharge at the end of a race day. 
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Above: Richard Benevides connects a wire from a 


bypass diode to a terminator strip on the PV panel. 


circuit board. These boards contained as many as ten 
diodes and were mounted underneath the substrate 
surface, facing out, for access from under the panel. 
Each diode was soldered to the next diode on these 
boards; the finished product represented a string of 
diodes wired in series. From each of these soldered 
connections, a wire of the correct length ran to a hole 
drilled close to a terminator (an end or center of a cell 
row) on the modules. The end of this #22 size wire was 
stripped, tinned, pushed through the hole, bent over, 
and soldered to the terminator. Additional wires were 
added to connect the diode boards together, as 
needed. These wires and the diode boards themselves 
were fixed in position with Kapton tape. The tape was 
transparent enough to allow us to inspect the wiring and 
diode polarity without ripping off the tape — a real plus. 


Blocking Diodes 

Larger wires (#16) were also inserted through holes 
drilled in the substrate near the junctions of the solar 
strings. Both positive and negative leads were soldered 
to each end of the strings and run to the frontmost 
section of the panel. These were identified and labeled 
with a string number, and terminated in separate, 
perforated circuit boards. 


The negative leads from all strings ended in one board. 
While it would have been possible to tie all of the 
negative leads of the strings directly together and save 
some wire, we elected to run both the positive and 
negative wires from each string forward for several 
reasons. The major one was to preserve isolation of the 
strings from one another. This helped considerably with 
troubleshooting, as there were several clever ways that 
the team managed to miswire diode boards and strings. 
It was difficult enough to sort out the anomalies even 
with the isolation of the strings from one another! Also, 


Above: Michael Hackleman routes wires from the diode 
boards on the back of the PV panel. 


the individual wires helped us to isolate the inputs (pos 
and neg) of the three PPTs (Peak Power Trackers) 
from each other for fine tuning and troubleshooting. 


Each positive lead from a 432-cell string was 
terminated in a blocking diode. A blocking diode permits 
parallel wiring of strings on a panel without incurring the 
risk of a damaged string dragging down adjacent 
strings. There were twenty of these 432-cell strings on 
the panel and, thus, twenty blocking diodes. These 
were mounted together on one board. We selected 
Unitrode JANTXV diodes (600 PIV, 1 A) to isolate the 
strings from one another. 


At this point, the panel was taken outside, mounted on 
its stand, and left to sit in the sun. Without positive air 
movement over the panel, it quickly heated up. Both 
Voc and Vpp (voltage, peak power) measurements 
were then taken. The panel was realigned as we took 
readings of each facet of the three sections. A resistive 
load was fashioned so that we could observe the 
voltage and current of the strings as we varied the load 
resistance manually. 


Our first readings were a disappointment. Despite all of 
our efforts, all of the strings seemed to be reading much 
too low, and there was a considerable variation in string 
output. | recall that we initially read a paltry 700 Watts of 
power! Low readings of a solar string when compared 
with others in the same section led to further checks 
and we quickly isolated faulty wiring, reversed diode 
boards, and the like. These were corrected and the 
readings improved. A few weeks later, the Solar Eagle 
was taken for a test run in the San Joaquin Valley and 
the readings improved even more. Even on a sunny 
day, the smog in the Los Angeles basin was robbing 
the panel of as much as 15% of its power! 
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The Umbilical Cable 

The Solar Eagle’s panel was connected with the rest of 
the vehicle via a connector and a long length of cable. 
When finished, it had the look of an umbilical cord. This 
cable was composed of a number of wires, most of 
which carried power from the three panel sections to 
each of their respective PPTs mounted just behind the 
driver in the chassis. To keep line losses to a minimum, 
the wire sizes were large, and each wire carried only 
the current from several strings. These were ganged at 
the terminal boards at the panel head, and at the 
connector pins. This way, if any wire in the cable was 
severed or if a pin failed, paralleled wires would safely 
route the power around the fault and onward to the 
PPTs. 


Each PPT (peak power tracker) was a special low- 
weight version of the (Maximizer) commercial unit and 
was rated for 1,200 watts. In the Solar Eagle, one of the 
PPTs handled almost 450-500 Watts of power, while 
each of the other two PPTs carried only half of that 
amount. 


The connector cable also routed some low-voltage 
power from the panel to various loads in the racing 
chassis — fans, lights, etc. These cells filled up leftover 
spaces on each of the substrates that was too small to 
accommodate enough cells to form one of the twenty 
432-cell strings. 


Conformal Coating 

Once the panel had been tested, a conformal coating 
was applied. Industrial syringes were used to apply 
adhesive (essentially the same one used under the 
cells) around the cells, like grout on a tile floor. Once 
and for all, this sealed the panel, preventing any water 
from getting under a cell to short it out or corrode it. 
This was a laborious effort that | only observed, since it 
was at this point that | left the project — to start the 
magazine Alternative Transportation News. 


How Did it All Work? 

Following each of the two races, the 1990 GM 
Sunrayce and the 1990 World Solar Challenge, | talked 
with Solar Eagle team members. During this whole 
time, no cells broke, chipped, cracked, or opened up 
due to shock, heat, rocks, mishandling, or rain. If they 
had, a replacement technique designed and perfected 
by Richard Benevides (one of the array’s builders) was 
ready to go. But — it was not required. 


In retrospect, there are only two changes | would make 
to the way the Solar Eagle panel was done. One was to 
add the aforementioned microballoons to the adhesive 
solution that bonded the cells to the substrate. At least, 
this would have minimized dishing. It might have saved 
cleaning adhesive off all those cells, too. It also might 
have eliminated the task of adding a conformal coating. 
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Another change I'd make is to 
hold to a smaller tolerance at the 
angular edge of the panel’s 
facets. (That's the big white V in 
the panel.) We worried about 
getting the edges of the cells in 
the modules too close to a curved 
joint along the angled edges of 
the array’s facets. We did not 
custom fit the solar modules to 
the panel substrate. Rather, 
construction of the array 
substrate and the modules 
occurred simultaneously. We 
were running out of time. The 
modules had to be ready to bond 
to the substrate as soon as it was 
done. 


| was way too optimistic about the 
amount of power our panel would 
produce for the number and 
quality of cells involved. 
Consequently, while we were 
careful, we were also somewhat 
conservative. Anyway, it looks 
like we could have squeezed 
another 90-180 cells onto each of 
the three panel surfaces. Coupled 


ADVANCE POWER 
camera ready 
4.7 inches wide 
by 4.7 inches high 


with the cells (used as fill) that 
were wired for 12 VDC loads, the 
additional cells might have resulted in a 10-14% gain in 
the panel’s output power. Of course, that’s 20/20 
hindsight! No one on the team had ever built a panel 
before. When you’ve got a couple of hundred thousand 
dollars in a prototype, you must be somewhat 
conservative or risk a major goof. 


Still, as ignorant as we were to begin with, I’m amazed 
that things turned out as well as they did. It was an 
enormous task. Anyone who worked on the project was 
virtually a slave to the process and effort. The project 
consumed more than a year of my life, and | know that 
it took me almost a year to recover. It’s been said that 
building a solar car is once-in-a-lifetime experience. Let 
me translate that! | learned a lot, I’m glad that | did it, 
but I’m not likely to do it again! 


This information aims to ease the way of others that 
may walk this path. Good luck! 


Access 
Michael Hackleman, c/o Home Power, POB 520, 
Ashland, OR 97520 
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Above: Michigan State's HEV at the Dearborn Proving Ground. 


Catching the Dream! 


Rick Proctor 


or a hundred years electric 

vehicles have been the dream of 

eccentrics, futurists, and the 
backyard hobbyist. The mainstream 
auto industry, in spite of huge capital 
resources, has been repeatedly 
thwarted by foot dragging and the 
perception of unsolvable technical 
problems. The experimenters see it as a 
worthy challenge and, perhaps, that 
“big” chance to hit it rich. There are 
more electric automobiles on the road 
today built by amateurs than by the big 
three, and the number is growing 
rapidly. 
Government, big business, educators, and 
experimenters normally do not mix well but this spring 


was an exception. The Department of Energy’s Center 
for Transportation Research participated in four electric 


©1993 Rick Proctor 


vehicle (EV) events: The Phoenix 500, the Atlanta 
Clean Air Gran Prix, the American Tour de Sol, and the 
Ford HEV challenge. There were two major goals in the 
competitions. First, to encourage and support high 
school and university teams to develop EV technology. 
Second, to gather performance data on a wide range of 
EVs. It is for this latter reason that George Ettenhiem, a 
private consultant in charge of the Ford HEV Challenge 
hotline, approached Cruising Equipment to provide 
battery instrumentation for the event. 


The rules required an Amp-hour or kiloWatt-hour meter 
to be installed on each vehicle. Electrical power 
consumption was a major part of scoring the efficiency 
event. Ford, thus far, had been unable to locate a 
satisfactory and affordable meter. 


Our experience with Ford-sized companies has not 
been great. Lots of questions, contracts, proposals, 
purchasing procedures, slow pay, and red tape is the 
best to be expected. We sent a proposal to the team 
leader for Technical Specifications, Bob Page, for a unit 
built on our production platform. Finally, we got word, 
“Yes, they wanted to use our meters.” We were handed 
off to Bob Larsen and Nicole Hill at Argonne’s Center 
for Transportation Research. They were responsible for 
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the instrumentation in all of the aforementioned events. 
By the time everything was signed, we had six weeks to 
develop and deliver a new product for the first event. 


Developing a new product is like a bungee jump for 
techie nerds. Shortening the time line is like raising the 
tower. You hitch up, jump in, work like hell, and pray 
everything works out at the end. Late nights, long 
hours, luck, and Andre’s Pizza fueled the project. 
Thanks to the special effort of our staff, Rick Young, 
Dave Daniels-Lee, and Steve Kahle, we met the ship 
date. 


The Phoenix 500 Race 

The first event of the season was the third annual 
Phoenix 500 sponsored by the Solar and Electric 
Racing Association (SERA). Nearly 70 EVs were 
entered in eight classes. There were 25 vehicles in the 
student electric conversion class alone. Eleven of the 
vehicles had received $5,000 worth of equipment and 
grants from the Arizona Public Service Co. and General 
Electric. The rest of the teams were primarily self 
sponsored. 


| arrived the day before the event started and began 
checking the installations of meters. Easily one third of 
the meters were installed wrong. However, only one 


unit had been rendered inoperable. Not bad considering 
these were experimental vehicles wired by high school 
students. 


The Phoenix 500 is a bit of an odd venue for a student 
competition. The D.O.E. supports education and 
research, not racing. To ensure an exciting event, 
SERA and D.O.E. compromised. SERA and the 
general public got a 25 lap heat race and D.O.E. got its 
one hour paced event at 50 mph for data purposes (see 
table next page). 


Analyzing this data is very difficult. Vehicles ranged 
from a 1965 Corvair to a 1988 Ford Tempo. Drive 
systems are difficult to compare because 
aerodynamics, rolling resistance, vehicle weights, and 
battery charging methods are not constants. Even 
starting position was a factor. Competitors were 
instructed to keep a five car length interval behind the 
vehicle in front of them at a 50 mph paced speed, and 
could not pass. This resulted in rubber banding. So, 
current consumption varied in relation to vehicle 
position in the line of cars as drivers slowed or 
accelerated to maintain the pace. Page High School car 
#22 won the event, squeezing 13.0 kW-hrs from their 
battery, 30% more than their nearest competitor. 


Below: Wayne State at the Dearborn Proving Ground. Photo courtesy of Ford Motor Co. 
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Another entry, Chapparral in car #18, a bright 
yellow 1965 Corvair, placed fifth. Following a 
disappointing 11 laps in the heat race the 
previous day, General Electric technicians found 
that the reverse winding on the motor was 
energized continuously. Once corrected, the 
Corvair achieved the highest energy economy 
with 4.82 mi/kWh and the highest Mass Energy 
Economy with a rating of 31.3. The Mass 
Energy Economy (M.E.E.) equals the mass of 
the vehicle times the distance traveled divided 
by the amount of energy required. This scalar 
indicator of performance requires that the 
batteries be fully charged before the test and 
then completely discharged under identical 
conditions for each vehicle. Calculating it for 
Chapparral: 
distance x mass 


M.E.E. = = 
work 


(43 miles) 1609 meters (3273 pounds) 4.45 Newtons 
mile pound 


(8.93 kW-hrs) 3600 sec 1000 Watts 
hour kW 


M.E.E = 31.3 


Cruising Equipment had instrumentation in other 
cars at Phoenix, including several of the “pro” 
competitors. We also helped “crew” in the 
Hackleman/Schless pit, sharing their Open 
Lightweight win, and their Class A stock defeat. 
Their electric wheel-barrow, built by Bob 
Schneevies, should be sold in hardware stores 
world wide! 


An unusual entry came with Ed Rannberg of 
Eyeball Engineering. His Silent Eagle was a 
very fast, modified gravity racer built in about 3 
weeks, untested before the race. In the first heat 
race, a tire rubbing against the underbody blew 
out, and the car hit the wall. The driver’s wife 
was more shaken than the driver, and the car 
was bent. A replacement driver was recruited. In 
the last lap of the race, the Silent Eagle was 
clocked at 65 mph. At Bonneville Salt Flats this 
summer, Ed will attempt to set the under-500-kg 
class world speed record. They hope to go over 
125 mph! 


The main event at Phoenix is the two-hour 
Class A Electric Stock Car race. It was a duel 
between the Salt River Project car #90 driven by 
Indy driver Tom Sneva and the Solectria Force 
car #93, using Nicad batteries and the Solectria 
ac drive, driven by James Worden. Worden 
stuck to Sneva’s tail and waited until he ran out 
of battery. Fifteen minutes from the end of the 
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Energy Consumption Data — Phoenix 500, March 5-7, 1993 


Year & kWhr | miles/| We. 

School Model mi. | Used | kWhr| Ibs. | MEE 
Page 1984 Ford Escort 51| 13.00} 3.92} 3231 25.2 
St. Johns NA 47| 9.85| 4.77; 2949; 28.0 
Cortez 1982 Ford 47| 10.64); 4.42) 3127) 27.5 
Paradise Valley | 1988 Ford Tempo | 44 9.19) 4.79) 3236| 30.8 
Chapparral 1965 Corvair 43} 8.93} 4.82| 3273) 31.4 
E. Valley Inst. 1979 Chevy Luv 42| 10.45| 4.02) 3274) 26.2 
Holbrook 1988 Ford Festiva 41| 9.89} 4.15) 3021 24.9 
Sunnyside 1978 Chevy Luv 40| 10.21} 3.92| 3388) 26.4 
Palo Verde 1981 Ford Courier 35) 11.39} 3.07} 3353) 20.5 
Marcos de Niza | 1974 Ford Courier 33) 8.80} 3.75} 3335) 24.9 
Farmington 1976 Datsun 280-Z 32} 10.75} 2.98] 3251 19.3 
Shadow Mtn. 1979 Chevette 30} 8.21| 3.65) 2888) 21.0 
Marcos de Niza | 1979 Datsun P.U. 30| 8.27} 3.63} 3206) 23.2 
South Mtn. 1981 Chevy Citation| 29) 7.76) 3.74) 3152) 23.4 
Carl Hayden 1979 VW Dasher 29| 7.44) 3.90} 2982) 23.1 
Marcos de Niza | 1985 Chevy S-10 28} 7.20| 3.89| 3492) 27.0 
McClintock 1980 Ford Mustang 25| 6.31) 3.96) 2924) 23.1 
Cactus 1974 Datsun 23} 6.88} 3.34| 3287) 21.9 
Camelback 1985 Chevy S-10 17| 5.37) 3.17| 3635) 22.9 
Carl Hayden 1978 Toyota 14) 3.54) 3.95) 3225) 25.4 
Window Rock __| 1983 Ford Escort 13} 3.56) 3.65) 3114) 226 
Mountain View_| 1984 Chevy 13) 3.12) 4.17) 2973) 24.7 

Averages| 32) 8.22) 3.89) 3196) 24.7 
Data collected with Cruising Equipment Co. Kilowatt-Hour+ Meter. 
Data prepared by Rick Proctor. Sorted by overall placement. 
Hf miles per kilowatt-hour 
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race, Sneva slowed and pulled into the pits for a rapid 
recharge. The Solectria car went 120 miles in less than 
two hours including two 60 mph victory laps. 


The Ford HEV Challenge 

The Ford HEV Challenge, held June 1-5, was 
absolutely unique. Ford, the D.O.E., and the Society of 
Automotive Engineers co-sponsored the event. Its 
stated goal: “...to establish a relationship that is 
mutually beneficial to all parties involved. The 
Organizers have an opportunity to gain graduates who 
are knowledgeable, capable, and confident. The 
universities and students gain an education that goes 
beyond the classroom. The students can utilize their 
classroom skills on a real world problem ... there are no 
answers in the back of the book.” 


Hybrid Electric Vehicles (HEVs) are able to operate as 
a Zero Emission Vehicle (ZEV) by using battery power 
alone. An Auxiliary Power Unit (APU) helps extend the 
vehicle’s range when outside the city. This technology 
acknowledges that internal combustion engines are 


Ford HEV Challenge June1-5, 1993 Summary Data 
Ground Up Class 


most efficient and generate the least pollution when 
running at highway speeds. In the stop-and-go of city 
traffic, however, the energy efficiency and zero 
emission qualities of the electric are preferred. 


Two classes of vehicles competed in the 5 day HEV 
challenge: those that were built from the ground up (12 
entries) and those that were converted Ford Escort 
Wagons (18 entries). Despite the fierce competition in 
the eleven categories scored, teams shared tools, 
information, and spare parts. 


It seems as if every possible solution to designing an 
HEV was explored by these thirty Universities. Vehicles 
with DC motors were better represented than ones with 
ac motors. Battery voltages varied from 72 V to 394 V. 
The APU engines varied from a 250 cc Honda to the 
stock Ford Escort. Some systems ran in series (the 
APU powers the wheels through the electric motor) and 
others ran in parallel (the electric motor and the APU 
can supply power simultaneously). The level of 
workmanship varied from wire art to snakes. 


car ZEV| kWhr| mi./ Electric Bat- HEV) gal. | mi./ Wt. | Cost 
# School mi. | Used| kWhr, MEE Motor tery | VDC_ mi. | used) gal. APU HP} Ibs. | $U.S. 
42) Cornell Univ. 50.8} 9.9) 5.1) 26.2) 18hpAC/42hp DO L/A | 120) 132) 7.2) 18.5) Brig. & Strat | 18) 2552) 32,307 
30} Univ. of Cal, Davis 53.4} 10.2| 5.2) 24.7) 48hp DC/PM NiCd | 195} 136) 3.1) 44.0|570 cc B&S | 20) 2364) 34,404 
55) Michigan State Univ. 36.8) 7.4) 5.0) 32.4) 15hp AC/Squirrel | NIMH} 300} 166| 4.4| 37.6| 1L Geo 50| 3266 78,889 
33} Univ. of Tennessee 44.8) 6.1] 7.3] 39.8] 25hp DC/PM L/A | 180} 124) 4.1) 30.3| 624cc Kohler| 20) 2726) 51,003 
1| Lawrence Tech. 24.4| 7.8) 3.1) 22.8) 20hp/Ind L/A | 240} 146) 5.6) 26.0| 1L Geo 55| 3647| 41,880 
56} Univ. of Cal, Santa Barbara | 30.8} 8.2} 3.8} 23.3| AC/Ind LIA | 144) 170) 9.1| 18.8] 1L Geo 52) 3096} 28,051 
31) Univ. of ID/WA State 31.4 135hp AC/Ind LIA | 336} 158) 5.1) 30.8| 624cc Kohler| 20) 4382) 75,171 
3} Univ. of Tulsa DN 15hp AC/Ind LIA | 264 359cc Honda} 12| 3847| 52,603 
223) Cal Poly, Pomona 20.8; 5.1) 4.1) 22.7| 6O0hp DC/WF WA | 120} 41) 2.1) 19.3) 1L Geo 16| 2759) 23,114 
101| Cal Poly, San Luis Obispo | 15.6} 3.4) 4.6) 25.1 | 28hp AC/Ind LWA | 120} 42) 4.4) 9.6) 1L Geo 49| 2703} 33,120 
Averages | 34.3} 7.3} 4.8) 27.1 124| 5.0} 26.1 31| 3134} 45,054 

Conversion Class 
car ZEV| kWhr| mi./ Electric Bat- HEV) gal. | mi. Wt. | Cost 
# School mi. | Used| kWhr, MEE Motor tery | VDC_ mi. | used) /gal. APU HP} Ibs. | $U.S. 
8) Univ. of Alberta 54.8} 8.9) 6.2) 44.7) 2-16hp DC/PM | NiCd| 170} 156) 4.6) 34.0| 1L Geo 55| 3609} 40,277 
6| Weber State Univ. 38.8} 7.5} 5.1) 39.2} 60hp DC L/A 72| 176} 4.1|42.6)1.9L Stock |100) 3812| 20,331 
66} Concordia Univ. 20.8} 4.4) 4.8) 35.3) N/A LIA | 144) 74) 2.3) 32.0| 480cc B&S 16} 3692) 30,200 
0| Seattle Univ. 32.8} 6.9} 4.7) 36.0) 48hp DC/PM L/A | 192} 170) 5.0) 33.8] 1L Geo 52| 3791| 44,702 
88} Univ. of Illinois 20.8} 3.9} 5.3) 38.6) 25hp AC/Ind L/A | 336} 41) 2.0) 20.2| 620cc Kaw. | 23) 3631) 39,561 
35| West Virginia Univ. 20.8 19hp DC/SW L/A 96} 29) 0.4|69.0| 620cc Kaw. | 24) 3651] 38,459 
10} Colorado School of Mines | 50.8} 11.0} 4.6) 33.0) 40hp DC NiCd | 120} 116) 7.2) 16.2| 620cc Kaw. | 19} 3568) 28,377 
96} U.S. Naval Academy 22.8} 5.8) 3.9) 29.7) 21hp DC/WF WA | 120} 80) 2.7) 29.8| B&S 18} 3794) 26,525 
4| Colorado State Univ. 36.8; 8.5) 4.4) 33.1 | 45hp DC/PM L/A | 180} 80) 4.3) 18.7| 620cc Kaw. | 22) 3805) 44,461 
86) Cal State Univ., Northridge | 20.8} 4.0} 5.2) 34.4| 20hp DC/PM LWA | 120} 14) 2.4) 6.0| 250cc Kaw. | 30} 3290) 33,566 
100} Stanford Univ. 20.8} 5.6) 3.7) 27.3) 75hp AC/Ind NiCd | 108| 19 250cc Honda) 23} 3668) 40,828 
110 | Univ. of Wisconsin 20.8 100hp AC/Ind LIA | 394 4 624cc Kohler| 20] 3805) 61,904 
77| Jordan College Energy Inst.| 20.8; 4.4) 4.7) 35.3) N/A LWA | 120} 30) 2.5) 11.7 | 500cc Kaw. | 57| 3744) 28,119 
99| Wayne State Univ. 28.8} 7.0) 4.1) 33.7) 2-32hp DC/ShW |L/A | 240) 174, 5.6) 31.2)1.9L Stock |100} 4084) 24,522 
11| Pennsylvania State Univ. 13.0 N/A L/A | 144) 186) 6.8) 27.5| 1L Geo 49| 4345] 47,615 
Averages | 28.3} 6.5) 4.7) 35.0 90} 3.8) 28.7 41) 3753} 36,630 


kWhr Data collected with Cruising Equipment Co. Kilowatt-Hour+ Meter 


Data prepared by Rick Proctor supplied by Ford. Sorted by overall placement. 
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Ford HEV Challenge Mileage and Efficiency Data 


Cornell Univ. 


Univ. of Cal, Davis 


Michigan State Univ. 


Univ. of Tennessee 


Lawrence Tech. 


Univ. of Cal, Santa Barbara 


Cal Poly, Pomona 


Cal Poly, San Luis Obispo 


Univ. of Alberta 


Weber State Univ. 


Concordia Univ. 


Seattle Univ. 


Univ. of Illinois 


Colorado School of Mines 


U.S. Naval Academy 


Colorado State Univ. 


Cal State Univ., Northridge 


Jordan College Energy Inst. 


Wayne State Univ. 


 ZEV mi. 


The first three days consisted of safety inspections, 
technical reports, engineering design evaluations, oral 
presentations, acceleration events, emission tests, and 
hundreds of hours of trouble-shooting and repair. Those 
teams that were the best prepared gained the early 
lead. The University of Alberta, the first conversion to 
pass technical inspections and qualify, eventually won 
their class. 


The range event, held on the fourth day, was the first 
event we actually collected data on energy 
consumption. First, each vehicle completed 20.8 miles 


i mi./kWor. 


I I I I I l 
80 100 120 140 160 180 


MHeEVni. WF miJ/gal. 


in the ZEV mode at the Dearborn Proving Ground at 
40-55 mph speeds. Switching to HEV mode, the 
vehicles covered 80 miles over public roads to the 
Michigan International Speedway. Another 20 miles in 
the ZEV mode finished the qualifying run. Additional 
ZEV miles (worth 1.75 HEV miles in the scoring 
formula) and HEV miles were optional until the 5 hour 
time limit expired. 


A Buck’s Worth 
The University of Alberta won the range event in the 
conversion class by traveling 54.8 miles as a ZEV and 


Home Power #37 « October/November 1993 


61 


ZEV and HEV Performance 


Ground 


ral 


Above: The winning Cornell HEV. Photo courtesy of Ford Motor Co. 


156.4 miles as a HEV. The energy economy figures 
were impressive with only 8.85 kWh of battery and 4.6 
gallons of fuel consumed. That’s 6.2 miles per kilowatt 
hour and 34 miles per gallon! Assuming $0.08 per 
kilowatt-hour, a charge efficiency of 85%, and charger 
efficiency of 90%, the cost of the electricity amounts to 
$0.92. That means a buck’s worth of electricity would 
take this car about 60 miles. At $1.15 per gallon of 
gasoline, a buck’s worth of gasoline would take this car 
about 29 miles. It is hard to escape the fact that 
electricity makes sense. 


The University of California, Davis won the range event 
for the ground up class, travelling 53.4 miles as a ZEV 
and 136.4 miles as an HEV. Consuming 10.22 kWh of 
battery power and 3.1 gallons of gas, a buck of 
electricity buys 50 miles whereas the same buck buys 
gas for 38 miles. 


The average energy economy for both ground up and 
converted cars was 4.7 miles per kilowatt-hour and 25.6 
miles per gallon. Thus, in an average vehicle, a dollar 
takes you 22 miles on gas and 45 miles on electricity. 


The last day was the Commuter challenge, a stop-and- 
go event that simulated urban driving. The event 
consisted of two sessions of ten laps each around a 1.1 
mile track. No straight-away was longer than % mile. 
There were 5 or 6 stop signs per lap, and turns of 
greater than 90 degrees, including hairpin and S 
curves, were included. The first session would be five 
laps of HEV mode and five laps of ZEV mode. The 


second session reversed this, calling for five laps of 
ZEV and five laps of HEV. Scoring would be based on 
the lowest elapsed time. Cornell won the ground up 
class with a time of 27.5 minutes and Alberta won the 
conversion class with a time of 29.27 minutes. 


Cornell consumed 3.49 kWhrs in the 11 miles of ZEV 
operation in the Commuter challenge, or 3.15 miles per 
kWhr. A dollar, then, would get this vehicle 30 miles in 
city. The University of Alberta consumed 3.22 kWhrs 
during their 11 miles of ZEV operation, or 3.41 miles 
per kWhr. A dollar of electricity here gave 33 city miles. 
This is better than almost all production internal 
combustion vehicles. 


Closing Notes 

The event closed with an award banquet for eight 
hundred people, and included short speeches and 
awards of checks and plaques. | presented the “gag” 
awards. Colored phasing tape for the “Reverse Polarity” 
awards, Troll dolls with fluorescent hair for the “Best 
Gremlin” awards, and the “Toasted Processor” award 
for the first and only team to successfully destroy every 
part on one of our circuit boards (application of over 
300 volts to the ground bus). Two Ph.D.s graciously 
accepted the blackened circuit board. 


Partying lasted until nearly dawn. The students, faculty, 
the Ford Team Concept crew, the D.O.E. crew, and | 
talked cars. Absent were words like horse power or 
burning rubber. Instead, key words were miles per 
kilowatt-hour, range, and M.E.E. factors. These young 
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men and women had 
caught a dream and turned 
it into reality. The largest 
population of HEVs in the 
world sat outside. 
Collectively they had driven 
3,201 miles in competition 
in two days. In the future 
they will own electric 
vehicles because they will 
be designing them. 


Access 

Rick Proctor, Cruising 
Equipment, 6315 Seaview 
Ave. NW, Seattle, WA 
98107 + 206-782-8100 “zt 


ZOMEWORKS 
camera ready 
5.1 inches wide 
by 3.3 inches high 


Solar Hec tric ity 


87 watt used, unframed 
@ $2.17/watt =$189 


DEALER C OST 
PLUS 10% on 


Trace Inverters 
(full sized) 


53 watt BRAND NEW 


@ $5.45/watt = $289 Sun Frost Refrigerators 


CALL ABRAHAM APT 


FOR 
Solar Equipment POWER 


OTHER 
SPECIALS P.O, Box 957 SEES 


TAKE 
COVER! 


..Wwith our 


UNIQUE 
MODULAR 
EA RTH-SHELTERED 
BUILDING 12 Volts @ 330 Amp Hours 
SYSTEM $1100/set 


For Free info, send SASE with specific request 


1-800-222-7242 LIMITED 
JHE POWER BROKERS!™ TIME: 


NIC KEL-IRON 
BATTERIES 


BRAND NEW 


Pagosa Springs, CO 81147 


—Books for Sustainable Living from Chelsea Green— 


Wind Power 

for Home and Business 
Renewable Energy for the 
1990s and Beyond 


Paul Gipe 


A Real Goods Independent 
Living Book 


Wind Power is the most complete reference on all 
aspects of modern (post-1970s) wind energy 
machines for homes and businesses. Whether you're 
committed to using a wind power system or just 
wanting to learn about it, this book will tell you all 
you need to know. (paper *432 pp * 31 photos * maps 
* illustrations * appendices) 


Wind Power is available at your local bookstore and from 
Real Goods. To order directly from us, call, fax, or write : 
Chelsea Green Publishing Company, 52 LaBombard 
Road North, Lebanon, NH _ 03766, 1-800-639-4099, (603) 
448-2576 FAX. $39.00 ppd. MC & VISA accepted. 


SKYLINE ENGINEERING 
camera ready 
7.3 inches wide 
by 1.55 inches high 
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Electric Boats 


Relaunching 
the Esther 


Richard Orawiec and 
LeRoy Wolins 
©1993 Richard Orawiec and LeRoy Wolins 

he date is October 

16, 1992. Live at 5, 

a Grand Rapids TV 
station news team, has 
traveled to Saugatuck, a 
historic Michigan port and 
resort. On the hoist at the 
Tower Harbour Marine 
dock is a launch. Its 
propulsion system is an 
electric motor and it is 
powered by batteries. It is 
not a prototype. It’s a piece 
of history. It was designed 
to be electric powered. 
Soon it will celebrate it’s 
100th anniversary. 
Right now, the launch is going back 
into the water. Tom Van Howe tells 
the story to tens of thousands of 
viewers through a satellite uplink, 
interviewing Bruce Herron and the 
two of us when he is able. Also 
present is R.J. Petersen and his son, 
Matt, who have loaned facilities and 
helped us immeasurably these years 
as we've struggled to restore this 
ship. It is the Esther. She takes to the 
water gracefully — as she once did, 


without nearly so much fanfare, 
nearly 100 years ago. 


Some 250,000 spectators watch as 
President Grover Cleveland pushes a 
button. The World’s Columbian 
Exposition in Chicago begins. It is a 
time of celebration — of the 
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anniversary of Columbus’ find and America’s emergence as a world power 
and technological leader. The date is May 1, 1893. 


There were many important events at the Exposition to attract the crowds. 
Few of them, however, were as popular as the boat rides being offered on 
the canals, lakes, and on the Grand Basin itself, a lagoon half a mile long 
and 250 feet wide. Special attention is given to a special fleet of 55 
launches. Each is 36 feet long. They are built specifically for passenger 
service. All are equipped with the latest mechanical marvel — battery- 
powered electric motors. 


Subsequently, the front page of the Nov. 1893 issue of Scientific American 
devoted its front page to the ELCO craft: 
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“No electrical feature at the World’s Columbian 
Exposition was entered upon with more uncertainty 
than the introduction of electric launches on the 
lagoons. Up to this time, such launches had not been 
made use of in this country except in an experimental 
way. In spite of these uncertainties, however, the 
launches were among the first electrical features that 
were ready. And they have fulfilled their requirements 
during the entire period that the Exposition has been 
open. With gratifying results. They have carried over 
one million passengers. They have earned $314,000. 


“The launches were in constant use from 12-14 hours 
per day on a single charge. The greatest test was on 
Chicago day when the fifty electric boats made a total 
of 623 trips, each 3 miles in duration. Six of these boats 
averaged fifty miles each — another twenty of them 
averaged over forty miles — carrying 40 people per trip. 


“The batteries are of 150 Ampere hours’ [sic] capacity. 
Each boat has 66 cells. These are arranged in three 
groups of 22 cells, or two groups of 33 cells each for 
propulsion. One lever alongside the steering wheel 
selects four speeds forward and two backward.” 


A tour with the fleet 

The success of ELCO launches at the Exposition 
encouraged the Navy to use them as gigs for its major 
warships. This was unusual, since most launches of 
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that period were powered by steam — and generally 
faster than the electric ones. Yet, when charged off the 
battleships or at dockside — the Pearl Street Power 
Station in New York was opened by Edison in 1882 — 
the electrics represented instant torque with no fuss or 
muss. No head of steam to build, no wait. And no 
problem with reliability, as with the engines of the day. 


One of the many 36-foot electric launches delivered to 
the Brooklyn Navy Yard in 1896 was the Esther. It 
appears to have been the one used by Admiral Sims as 
a private gig. It served with Teddy Roosevelt’s Great 
White Fleet. 


In 1897, Leopold Rice purchased the Electro Dynamic 
Company (later to become General Dynamics Corp.). 
William Swanson writes in his history, Launches and 
Yachts, “Rice was fascinated by electricity and 
electrical gadgets. In 1888, he acquired the patent 
rights to Clement Payan’s “chloride accumulator” 
battery — the electric battery as we know it today. Rice 
established the Electric Storage Battery Co. (later to 
become Exide) in Philadelphia. By 1897, Rice had 
achieved a monopoly on all storage battery 
manufacturing. He founded the Electric Vehicle 
Company, too. Soon, a fleet of more than 100 electric 
taxi cabs operated in the city of New York. Remember, 
it’s 1897! 


Below: Esther as she looked in 1896. Reprinted from the 1902 ELCO catalog 
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Above: Richard Orawiec removes the Chrysler inline 
eight remarking, “Beam this INFernal thing outta 
here....” 

Below: Bruce Heron, left, and Richard Orawiec check 
the Sovonics PV panel and GNB battery that power 
Esthers bilge pump. 


Above: Eighty years after Esthers electric motor was 
removed, the rotational electron star drive is re- 
installed. 


Honorably Discharged 

In 1903, the Navy sold the ELCO launch to the 
Reverend Alexander Dowie. Dowie was a wealthy 
fundamentalist preacher. He named the launch Esther, 
after a daughter who died from burns caused by an 
alcohol lamp. From the oldest book in the bible, Esther 
means “star” in Persian. 


Dowie died in 1907. The electric power plant was pulled 
from Esther in 1909. Thereafter, Esther received a long 
series of INFernal combustion engines and the launch 
became a ferry. With some superstructure changes, the 
wooden-hulled Esther changed roles again. She 
became a tugboat. She enjoyed a record fifty-year 
service. For a time during the 1970's, she was on 
display at a maritime museum in South Haven. Then, 
she was abandoned. 


Found Again 

Rescue came in 1988 at the hand of Bruce Herron of 
Blue Star Woodwork. Herron was looking for an old 
boat to restore — and a home for one of his steam 
engines. It was at this point that we joined the project. 
When we realized Esthers history, we knew it was time 
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Above: Esther awaits her re-launch in Saugatuck. 


to turn back the clock. To restore the electric propulsion 
— and power it with non-polluting sunlight. We knew we 
wanted to do it. We didn’t know how. 


Help came from R.J. and Matt Petersen at Tower 
Harbour Marine. They provided the longterm storage 
and workspace we would need. Esther was stripped. 
We replaced her keel, stem, and stern with new oak. 
Esther even spent one summer on display near the 
Petersen’s S.S. Keewatin, a well known floating 
museum and restaurant. We used solar modules, 
batteries and an inverter to power our tools. About this 
time, the IRS awarded our Good Ship Esther 
Foundation its tax exempt status. 


Esther's hydrodynamics 

Esther has a displacement hull, designed for entry and 
exit from the water. Imagine flipping the hull over, 
upside down, and sitting it on axles. You’d be looking at 
an electric car with good aerodynamics. The master 
shipbuilder had his own version of a personal computer 
to help as he sighted down his thumb from 20 paces at 
Esther. It was quite a lesson to learn what our 
forefathers knew — how to shape a renewable 
resource, trees, into a hull that moved quickly and 
easily through the water. 


The original power plant (electric motor) in Esther was 
probably 6 horsepower (hp). The 1902 launches had a 
“radius of action” of up to 80 miles with maximum (long- 
range option) batteries. 


The New Powerplant 

Esthers new power plant will be essentially the same 
as the one used in 1896. A pulse modulation controller 
will be substituted for the mechanical control relays. 
The original launch had the motor midship. Ours will be 
positioned over the shaft with a sprocket and chain 
reduction. We have a 5 hp Baldor electric motor, rated 
48 V and 2200 rpm. Its amp-hour curve suggests that, 
at 1250 rpm, it will drive Esther through the water at 5 
knots at a discharge rate of 40 Amps. 


Five “strings” of four PV modules (48 Volts at 50 Watts) 
will fit easily on the launch roof. This photovoltaic 
canopy will generate 250 Watts of peak power toward 
the propulsion effort. A tracking array would work best 
dockside, trimmed underway to maintain a low-profile. 


The only way for us to know for sure what prop will 
work best is to complete Esther, do shakedown cruises, 
and fine-tune the system. Prop diameter and pitch, 
motor rpm, load, cruising speed — all will be balanced 
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Toward this end, we contacted Joe Fleming, a marine 
engineer who has experience with the ELCO craft, 
about Esthers system. We received this reply: 


“Cruise speed on the ELCO boats is 5 to 5.5 knots. | 
enclose the boat-horsepower-speed curve for a hull 
similar to Esther's hull. I'd recommend a 15/11 prop (15 
inches diameter, 11 pitch). It will want to turn at 1000 
rpm. 


“The system will use 20 amps for each horsepower the 
propeller will want. Horsepower is determined by 
multiplying volts x amps x system efficiency. Figure 
80% efficiency. Divide the product by (the conversion 
factor of) 750 watts, which equals one horsepower. 
Thus, 48 volts x 20 amps x 80% efficiency — divided by 
750 watts equals 1.024 horsepower. 


“[l recommend during trials that you] put a voltmeter 
and ammeter on the batteries. Steady your speed at 40 
amps draw. That should be 2 horsepower. (Note the 
speed.) 


“Twelve 8D-type batteries (12 V, 220 A-h), wired in 
three strings of four batteries will give you 48 volts at 
660 A-h. At a 40-amp rate, Esther should go 660/40, or 
16.5 hours. Converting knots to speed, that’s 5.7 mph 
for 16.5 hours, or a 94 mile range.” 


[Editor's note: 94 miles represents a 100% discharge. A 
better service life will result from only 50% DOD, or 
depth of discharge. This still gives a 47 mile range — 
with a safe 100% reserve. Also, 8D batteries are too 
heavy. Choose another type. MH] 


A Bold Plan 

The purpose of this project is to further demonstrate the 
feasibility of solar electric transportation. We propose to 
bring “history” out of the museums and back to life. In 
this spirit, we wrote a letter on March 19, 1993. In part: 


“Dear President Bill Clinton 

“One hundred years ago, 55 electric-powered boats 
carried over one million passengers at the 1893 
Chicago World’s Fair. In November, 1893, Scientific 
American front-paged their success. The U.S. Navy 
was impressed enough to adopt this model as 
Captain’s gig on every major ship in the fleet. These 
gigs, in their mother ships, circulated throughout the 
globe in Ted Roosevelt’s Great White Fleet. Our 
Foundation is named for the Esther, delivered to the 
Navy by the Electric Launch Co. (ELCO) at the 
Brooklyn Navy yard in 1896. 


“The foundation is prepared to donate the Esther to the 
US Navy for your use as a Presidential yacht. The 
restored hull has been relaunched ... and [we’d like to] 
sail it to the East Coast on an educational voyage for 
delivery to the Navy and you.” 


We received this reply, in part: 


“We sincerely appreciate your generous offer to donate 
the Esther. However, the Navy does not have a 
program that maintains a vessel for use as a 
Presidential Yacht. Given Esther's interesting history, 
you may consider extending your offer to the 
Smithsonian Institution. You may contact them at ...” 
— Gregory R. Nowak, Director, White House Liaison 
Office, Office of the Secretary of the Navy 


Where do we go from here? 

The Good Ship Esther Foundation is still not done. If 
there’s anyone out there that will help us, we ask them 
to contact us. We could use it. We have appealed to a 
variety of manufacturers, including PV manufacturers, 
for hardware and support. Not much response. We 
don’t feel most of them realize what we have here, in 
Esther. Maybe this article will help make it clearer. We'll 
keep you informed of our progress. 


Access 

LeRoy Wolins is a founder and long time member of 
Veterans for Peace. Effort expended in turning a former 
warship into a solar peace ship is his way of beating 
swords into plowshares. POB 255, Pullman, MI, 49450 
* 616-236-5880. 


Richard Orawiec lives in an off-grid home, is a Michigan 
licensed contractor, and installs solar systems. POB 
255, Pullman, MI 49450 « 616-236-6179 


Electric Launch Company (ELCO), 261 Upper North 
Rd, Highland, NY 12528 « 914-691-3777 


The Good Ship Esther Foundation is a Michigan 
corporation with a tax exempt status. Write: POB 265, 
Pullman, MI 49450 mo 


Kas 


FRAN-MAR Alternative Energy 


Photovoltaic * Wind * Micro-Hydro 


System Design, Consultation & Installation 


Complete Line of Products 


At Competitive Prices! 


Frank & Mary Musacchio 
Box 163E, Babcock Road, Camden, NY 13316 
315-245-3916 


New York State’s A.E. Dealer 
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Proudly distributed by: 

* Eyeball Engineering (714) 829-2011 
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* Global Light & Power (208) 263-5027 


6268 E. Molloy Rd., East Syracuse, NY 13057 
(315) 434-9303 FAX (315) 432-9290 


BACKWOODS SOLAR ELECTRIC SYSTEMS 


For an Earth Restored and a World at Peace... Independent Electric Power Systems for the 
Remote Home—Solar Electric, Wind, Hydro 


We are a family business, living with our products for over 15 
years, and offer the knowledge to help you set up your energy 
system. Free Consultation. Questions are personally answered. 


Our catalog includes a planning guide to help you understand 
how to put your energy system together - its applications 

and sizing. We offer lower than usual prices on Kyocera, yt y 
Solarex, and Siemens modules and Onan generators. Our “hy ha % 
Trace inverters include free battery cables. We carry es 

Sun Frost and Nova Kool refrigerators, specialized 

appliances and lighting, and a range of meters and aig ace 
controls: Heliotrope, SCI, Ananda, Cruise, and our 

own Backwoods control boxes. 


Our $3. Catalog/planning guide is FREE to Home Power readers. 
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Most items in stock for immediate shipment. 


Steve & Elizabeth Willey * 8530-HP Rapid Lightning Creek Road ¢ Sandpoint, Idaho 83864 « (208) 263-4290 
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Marine Electric 
Propulsion 


Michael Hackleman 


©1993 Michael Hackleman 


first learned about the Good Ship 

Esther Project when Richard 

Orawiec approached me following 
one of my workshops at the Midwest 
Renewable Energy Fair (June 1993). 
Richard had a story to tell me, pausing 
now and then to hand me a videotape, 
letters from government officials, and 
photos of the Esther in various states of 
restoration. 


Refitting the Esther with Today’s 
Technology 


wouldn't spend two minutes trying to duplicate the 
| original specs of Esther. Everything has changed 

— motor efficiencies, battery capacities, new 
technologies (mainly chopper pulse regulator). Start 
from scratch. 


Propeller Size and Pitch 

Generally in a displacement boat like Esther, you 
want the largest possible propeller that will fit in the 
aperture (cutout). So, measure the maximum 
possible clearance, and subtract about two inches. 
That will be the maximum diameter of the prop. 
Consult a naval architecture manual and cross 
reference prop diameter and engine rpm on the 
nomograph to see what the prop pitch should be. 
Then, go to a prop manufacturer and tell them you 
want a prop with those dimensions. For example, an 
18/15 prop is 18 inches in diameter and has a pitch 
of 15 inches. 


The rpm will be in the hundreds, not thousands. For 
a big prop, the lower the rpm, the better. Low rom 
means less “slip” (loss of efficiency), less cavitation 
(air bubbles), and generally less wear-and-tear. 


A three-blade prop is the safe, sane choice. A two- 
blade would be too little in surface area, and a four- 


Richard gave me a copy of Launches and Yachts by 
William Swanson. For the most part, this is a reprint of 
the original 1902 catalog for ELCO (the Electric Launch 
Company). | wrote to Swanson, asking permission to 
reproduce some of its drawings in this article. | took this 
opportunity to engage Swanson in a technical 
discussion of refitting the Esther with today’s 
technology. The sidebar below, arranged by topic, is a 
summation of his detailed reply. 


Bill Swanson has supplied many useful “rules of thumb” 
here that should help evolve the updated propulsion 
system for Esther, or any other electric boat, for that 
matter. About most of these matters, | find myself in 
complete agreement with him. | have these 
reservations about these topics: voltage and safety, 6 V 
vs. 12 V batteries, volts vs. capacity, controller type, 
and solar-charging. 


Voltage, Battery Capacity 

The “below 50 Volts” rule undoubtedly stems from 
safety issues. High voltage and water don’t mix. Low 
voltage reduces the shock hazard. 


The original specifications sheet says that the ELCO 36 
foot launch had 44 cells in its battery pack. The 


blade is good only if you’ve got the dollars. It doesn’t 
have to be anything fancy or “high tech”. Get quotes 
from Michigan Wheel, Federal, and maybe one or two 
other prop manufacturers for making the prop . 


The prop must be bronze. Esther will have too many 
electrolysis problems with an aluminum prop. A thrust 
bearing must be installed. Consult a thrust bearing 
manufacturer for size and installation. 


Displacement Hulls, powerplants, controls 

I’d say an electric motor in the 5—7 horsepower range is 
about right. Unlike cars, displacement boats have a 
very low “maximum” speed, so that even if you put, say, 
a 100 hp motor in Esther, you're still only going to get 
the same performance as a 10 hp motor. It’s a different 
story for planing powerboat hulls. Expect to pay as high 
as $100 per horsepower over the counter. 


All powerplant calculations should be at 75-80% of 
maximum speed. Use this formula: 1.2 x square root of 
waterline length (in feet) = maximum speed of Esther. 
Now, multiply this number by 0.8 (80%) to get your 
“cruising” speed. “Cruise” is the speed you'll use in ANY 
calculations involving motor rpm, battery capacity, etc. 


Esther should use a “chopper” (motor control) system. 
It'll deliver 20-50% more operating time. 


Battery Voltage and Capacity 
| believe there is a U.S. Coast Guard boatbuilding 
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Scientific American article 
says that 66 cells were used 
in the launches at the 
Exposition, at 150 A-h 
capacity each. The article 
said that the speed controller 
arranged them in three packs 
of 22 or two packs of 33. This 
implies system voltages 
ranging 40-80 Volts, with 
battery capacities at 300-450 
A-h. 


| recommend the use of 6 V 
batteries instead of 12 V 
batteries for Esthers pack. It 
is true that 12 V batteries are 
the fastest, most space- 
conserving means of reaching 
high voltages. However, a 12 
V battery has proportionately 
higher internal resistance, 
delivering fewer watts per 
pound of battery, than a 6 V 
one. That is, the 12 V battery 


regulation somewhere that differentiates systems above 


50 Volts and those below. If | were you, I’d do whatever 
was necessary to keep Esther’s system at a maximum 
of 48 Volts. Above 50 Volts, you have a ton of 
specification requirements. Below 50, you’re golden. 


A whole mess of batteries can be wired in either series 
or parallel. You can come up with any voltage (and 
capacity) you want. There’s no real advantage to 6 Volt 
batteries when your operational choices are in 12 Volt 
increments: 12, 24, 36, or 48. 


Batteries in Boats 

There are five issues when using batteries in a marine 
environment: type, cost, weight, maintenance, and 
replacement. 


Nicad, sodium-sulphur, lithium, all that future high-tech 
stuff, gel cells, maintenance-free — it’s all hooey. 
Someday, maybe, one or more of the above may work. 
But not right now, today. There’s only one option here: 
the bread-and-butter, garden variety, lead-acid deep 
cycle battery. 


In the “real world”, you’re interested in dollars per Amp- 
hour ($ per A-h). Pick the cheapest, but reasonably 
reliable name-brand of battery. At current prices, 
anything more than about 75—80 cents per A-h of 
capacity (in a 12 V) is wasted money. There’s really not 
too much to choose from — nor does there need to be. 


Above: solar powered tools help with the reconstruction of Esther. 
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If a single human being can’t reasonably lift the damn 
battery in and out of its slot in the boat, the battery is 
too big. If this means you have to design in forty small 
(group 24 or 27) batteries instead of six monster 
batteries, so be it. 


Batteries will need maintenance. Sealed batteries 
aren’t required. If the boat is going to be upside down 
(or even 90 degrees over) for any period of time (say, 
oh, three seconds), you’ve got much bigger troubles 
than electrolyte slopping around. What you’ve got 
basically is irreversible sinking! 


Finally, the batteries need to be easily replaced. If 
your battery isn’t sold at Sears, K-Mart, or your local 
car battery store, it’s not worth whatever other 
advantages it may have. 


Solar Charging 

Electric boats use energy at the rate of 50 to 100 
Amps per hour. A solar charging system that supplies 
a small fraction of this is just an expensive toy. A 
month of sunlight for an hour’s running time is not 
currently practical. 


Access 

William C. Swanson. Author, Launches and Yachts: 
the 1902 ELCO Catalog, Swanson Marine 
Enterprises, 829 Copley Ave, Waldorf, MD 20602 + 
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sacrifices energy density for power density. In high rpm 
motor applications with limited space (like cars), this is 
justified. 


However, Esthers system has different requirements. 
As Swanson points out, a big prop wants low rpm. Low 
rpm and low voltage are a good match. 


Let’s assume Esther is outfitted with a 48 Volt system. 
Using marine deep-cycle batteries, we get 48 V with 
eight standard 6 V batteries, each 220 A-h in capacity. 
At 60 pounds each, eight batteries yield 480 pounds. 


This is the minimum size of pack. Esther originally had 
much more capacity than this. If we double the pack 
size (described above) to 16 batteries, putting the two 
packs in parallel with each other, the 48 Volt pack’s 
capacity will increase to 440 A-h . 


Speed and Motor Control 

Swanson’s claim for the efficiency of the electronic 
controller is generally accepted. It gives infinite speed 
selection and corrects any mismatch between batteries 
and motor. However, there’s merit in a control 
technique like Esthers original system: voltage 
selection. Voltage selection is an inexpensive, low-tech 
motor control technique that arranges the batteries in 
various combinations of series and parallel wirings. This 
is too jerky for use with a road vehicle. In a boat, the 
prop “slips” much better than do tires on a road surface. 


The simplest system would use a DPDT (double pole, 
double throw) copper knife switch. This is easily wired 
to supply two speeds — 24 Volts or 48 Volts to the 
motor — in a single throw. A second DPDT knife switch 
would add an extra speed — 12 Volts. A third DPDT 
switch can handle motor reversing. 


A hefty knife switch is relatively safe at low voltage and 
easily handles hundreds of amps of current. The 
addition of a 12 Volt contactor and a pushbutton (in the 
shift lever) would enable the operator to momentarily 
power down the system, change the voltage selection 
(up or down), and re-engage — eliminating any current 
arcing at the knife switches. Shifting down provides a 
braking effect, too. 


The primary drawback to this low cost, low-tech control 
technique is that it does reduce speed control options to 
a few steps. And, if it's not coupled through linkage to 
one main control level, it’s not safe and probably won’t 
get approved. For good reason: Electricity and water 
works for eels and hydrogen generators — not humans. 
Under the right conditions, as little as two Volts or one 
tenth of an amp can kill you. Do it safe or don’t do it. 


Finally, it is true that a PV canopy on Esther will 
generate power at a fraction of that consumed, even at 
cruise speeds. And that power will come expensively. 


Twenty modules represents a $6K investment. The 
good news is that as little as two days of sun will power 
Esther more than an hour at cruise speed. As Richard 
Orawiec has commented, “The plug for this thing is 
there,” pointing toward the sky. 


Access 
Author: Michael Hackleman, c/o Home Power, POB 
520, Ashland, OR 97520 


Electric Boat Association of America. Contact: Ken 
Matthews, POB 11197, Naples, Florida 33941 + 813- 
774-3773 {3 


THE SI-SERIES 
COMPLETE LINE OF TRUE SINE WAVE INVERTERS 


Do you have the buzzing blues? 
Does your house sound like a beehive? 
Then it’s time to retire that old quasi-sine wave inverter and 
switch to quiet true sine wave power! 
LET THERE BE SILENCE 
Ban noisy fans, clocks, lights, smoke alarms, stereos and TVs. 
Get smooth, silent, power that’s better than the grid. 


IMPROVED PERFORMANCE 
Higher efficiency 
80% reduction in No-Load Power 
Higher Surge 
True sine wave inverters are here! 
Total system efficiencies are second to none. 
Over 240 different models to choose from. 
Call 800-886-4683 for free literature 


TECH 


7018 Baker Boulevard « Ft. Worth, TX 76118 
(817) 595-4969 « Fax (817) 595-1290 


72 


Home Power #37 « October/November 1993 


Support HP Advertisers! 


OFFLINE 
camera ready 
3.6 inches wide 
by 4.5 inches high 


—Books for Sustainable Living from Chelsea Green— 


THE — The Independent 
INDEPENDENT HOME ere ; 
aa _, | Home: Living Well with 
Power from the Sun, Wind, 
and Water 
MICHAEL POTTS 


A Real Goods Independent 
Living Book 


This is an indispensable compendium of ideas and 
inspiration for anyone who dreams of living a self- 
reliant, sustainable lifestyle. Author Michael Potts 
traveled across America talking to people who are 
making their own power with today's renewable 
energy technologies. These are their stories. (paper ¢ 
320 pp * 30 photos ¢ illustrations * appendices) 


The Independent Home is available at your local 
bookstore and from Real Goods. To order directly from 
us, call, fax, or write: Chelsea Green Publishing 
Company, 52 LaBombard Road North, Lebanon, NH 
03766, 1-800-639-4099, (603) 448-2576 FAX. $20.95 ppd. 
MC & VISA accepted. 


Some people 
have expressed 
SHOCK at 
OmniMeter’s™ id 
amazing list of 
features. 


What would you expect 
from the people who invented the amp-hour meter? 


Of course when we set out to design what would become the 
definitive amp-hour meter, we couldn't be satisfied with just 
amp-hours. We added volts, amps, Watt-hours, kWatt-hours, 26 
alarms, series charge control, digital PWM charge control, fuzzy 
logic battery analysis, serial data comm port, fully graphical PC 
interface software, telephone call for help software and three 
extra channels. 


Okay, so maybe we got carried away. 
The result is a metering and control product unlike any 
other, and at a price you can afford. 

OmniMeter ... more meter / less money 


SunSelector® 
PO Box 1545 / 3701 Murdoch Ave. 
Parkersburg, WV 26101 USA 
(304) 485-7150 FAX (304) 422-3931 
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Electric Car Controls 


Above: Electric car controller evolution: on the left is an early transistorized PWM controller; on the right is a modern 


MOSFET PWM controller and potbox. Photo by Shari Prange 


Electric Car Speed Control Systems 


Shari Prange 


he controller is to the electric car 

what the carburetor is to the gas 

car. It meters out the “fuel” to the 
motor according to the demand, as 
signalled by the throttle pedal. 


Controllers have advanced more than any other part of 
the electric car over the years. The most primitive 
system involved series-parallel switching. In this 
method, the batteries could be run in two 
configurations: all wired together in series for full battery 
pack voltage, or split into two equal half-packs 
connected in parallel. This system had two speeds, 
which combined with the manual transmission to yield a 
confusing set of choices. It had complex wiring and 
required flipping some type of switch as well as shifting 
gears. Series-parallel switching provided little speed 
control, and performance was jerky. 


©1993 Shari Prange 


A second type of controller used resistors. This type 
could have several speeds. In low speeds, the 
unneeded energy from the batteries was burned off as 
heat by banks of resistors. As each bank of resistors 
was eliminated from the loop, more energy made it to 
the motor and speed increased. As you can guess, this 
system was extremely inefficient, because the batteries 
were essentially always at full-throttle, but most of the 
energy was siphoned off and wasted. Resistor type 
controllers were also a terrible fire hazard. 


SCR controlling 

An enormous improvement was the Silicon Controlled 
Rectifier (SCR) controller. It controlled speed by rapidly 
turning the battery voltage on and off by means of a 
silicon controlled rectifier. This type of controller is 
called a “chopper”. The power is actually full on or full 
off at any given moment, but the pulses happen very 
rapidly, so the effect is an averaging out of the power. 
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The SCR controller simplified the wiring and gave a 
smoother and more complete range of speeds. 
However, the controller still lost efficiency through heat, 
and required a bypass contactor to achieve full throttle. 


The SCR controller was both frequency and pulse width 
modulated. At higher speeds, it functioned by varying 
the duration of the “on” part of the cycle — the pulse 
width — while holding the frequency constant. At lower 
speeds, however, it also needed to vary the number of 
times — the frequency — that it turned on and off each 
second. This ranged from about 0.02 kHz (kiloHertz, or 
thousand cycles per second) to about 0.4 kHz. This 
frequency range is audible as a growling sound. 


Unfortunately, the SCR controllers had some efficiency 
losses, and they tended to be worst right in the middle 
of the performance range where most real life driving is 
done. 


PWM controller 

The next step in the evolution of the controller was the 
transistorized pulse width modulated (PWM) chopper. 
When this type of controller was introduced by Frank 
Willey, and then further developed by Curtis PMC, it 
quickly dominated the electric vehicle market. 


The transistorized PWM controller varied speed by 
varying only the pulse width, operating at a constant 2 
kHz frequency. This was much higher than that of the 
SCR, and reduced noise to a slight whistle. 


The transistorized PWM controller was smaller, lighter, 
quieter, smoother, more efficient, more reliable, and 
simpler to install than the SCR controller. Later models 
came in sealed weatherproof aluminum cases with 
extruded heatsink fins. 


Since then, the PWM has evolved again. The 
Darlington transistors inside it have been replaced with 
MOSFETs (metal oxide semiconductor field effect 
transistors). The result is a more streamlined package 
without the heatsink fins, a broader range of input 
voltages, and a higher frequency of operation (15 kHz), 
making it virtually silent. 


The choice 

A PWM controller is the best choice, (preferably the 
MOSFET version) but an SCR controller is acceptable. 
In fact, SCR controllers are still used on very large 
motor applications, such as diesel/electric trains and 
electric transit trains. If you have an SCR unit, you will 
need to accomodate its larger bulk. Since its contactors 
and components are all exposed, this controller should 
have some kind of weatherproof enclosure, while still 
allowing cooling airflow. 


Resistor and series-parallel battery systems are not 
acceptable for high power applications such as EVs. 


Electric Car Controls 


Installing the controller 

The controller should be mounted with its terminals as 
convenient to the motor terminals as space permits. On 
the PWM controller, the terminals can face in any 
direction except straight up. In that position, it is 
possible for moisture to collect and seep along the 
terminals into the controller and create a short circuit. 


Temperature 

Temperature control is the most critical factor for 
controller performance. If the controller position does 
not achieve good airflow in its installed position, duct air 
to the back of the plate from elsewhere. For a high 
performance race car, or a car with a rigorous duty 
cycle including long steep hills, use a finned heatsink 
plate. 


The MOSFET PWM controller heatsinks through its 
bottom, and must be mounted on an aluminum plate 
measuring 12 inches by 12 inches by 1/4 inch 
minimum. The plate need not be square, so long as it 
has an equivalent quantity of aluminum in it. Coat the 
bottom of the controller completely and evenly with 
heatsink grease before mounting it on the plate. This 
plate needs to be positioned in the airflow for cooling. 


One of our customers installed his controller vertically 
on standoffs on the firewall behind the driver’s seat of a 
Porsche 914. The bottom inch of the plate extended 
under the car into the airstream. In motion, this caught 
the air and funnelled it up between the plate and the 
firewall, providing very effective cooling. 


AC controllers 

All of these controller apply to DC motor systems. The 
ac motor has an entirely different controller. An ac 
controller needs to be, in effect, three DC controllers 
synchronized together. For this reason, it is also very 
expensive and bulky, and not generally used by 
hobbyists. 


Potbox 

The other part of the speed control system is the potbox 
or potentiometer (variable resistor). This is the unit that 
connects to the throttle pedal. It is typically a 0-5 
kiloOhm (kQ) unit much like a dimmer knob on a light 
switch. Depending on how much the throttle is 
depressed, it sends a resistance signal ranging from 
0-5 kQ to the controller. The controller interprets this 
signal and varies the duration of the energy pulses 
proportionately. 


The potbox must be mounted rigidly to be effective. 
Adjusting the throttle linkage is one of the trickiest and 
most critical operations for good performance. If the 
potbox does not achieve full “on”, the car will never 
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have full performance. 


Electric Car Controls 


If it does not achieve full “off” position, there are other 
problems. The PMC potbox has a high-pedal lockout 
safety feature. This means that the controller will not 
operate if you try to start the car with a partially 
depressed throttle. This protects against an abrupt and 
unexpected lurch if the car is turned on with the throttle 
accidentally depressed. However, if the potbox cannot 
return to the full “off” position, the car can’t be started. 


The potbox lever arm has several holes spaced along it 
for the throttle linkage, to allow different travel 
distances. If none of the existing holes works for your 
throttle, you can build an extension for the arm and add 
more holes. 


Incidentally, the PMC potbox contains one of many 
emergency disconnects that should be in the system. It 
is a microswitch that functions as a “deadman” switch. 
Any time the throttle is released, the microswitch opens 
the main contactor, shutting off all power to the system. 


The three main qualities to look for in an electric vehicle 
speed control are efficiency, performance, and safety. If 
you choose a good system and install it carefully, you'll 
never need to think about it again. 


Access 
Shari Prange, Electro Automotive, POB 1113, Felton, 
CA 95018 * 408-429-1989 
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* TENDERIZES NATURALLY! 

* COOKS EVENLY & SAFELY 

* HEATS TO 350-400 DEGREES F! 
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* PAYS FOR ITSELF! 
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Sizzling Summer Special $155. (Reg $189.) 
INCLUDES UPS SHIPPING. TO ORDER — Call or write: 
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4411 West Echo Lane, Glendale, AZ 85302 
“Sun Oven is well-made and should last a long time. | love it!” 
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ENERGY MONITOR II 


The Energy Monitor II includes built-in solar control logic 
with programmable, and temperature compensate on and 
off voltages. Output signal can be used with existing 
controllers, or add a power relay to make your own 
controller. With lifetime Amp-hour accumulations, 
programmable alarms, a generator start/stop output and 
optional computer software to display and log data, the 
12/24 Volt Energy Monitor II sets the standard for system 
integration. Only $300.00! 


Ample Power Company 
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AUTOMAGIC BATTERY WATERING 


WE MAKE WATER FROM YOUR GAS 

Hydrogen and oxygen battery gas catalytically recombined into pure 
water and returned to each battery cell. Keeps battery topped off for 
extended periods of time and reduces maintenance costs. Explosive 
hydrogen gas is virtually eliminated from the battery area. Corrosive 
spray and fumes are contained and washed back into each battery cell. 
Electrolyte kept strong longer, extending the useful power and life of the 
battery. HYDROCAP Vents simply replace the battery's caps. Battery 
maintenance is greatly reduced. Write or call for more information. 

\ 


. 305-696-2504 
: Hudrocap 975 NW 95 St. 
2 CATALYST BATTERY CAPS Mi Miami, FL 33150 
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¢ Includes the Tracker! 

¢ TEN year warranty 

¢ Made in the USA. 


Midway Labs Inc. 


2255-HP East 75" Street 


Chicago, IL 60649 USA 
312-933-2027 
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REDI 


REDI: Renewable 
Energy Development 
Invitational Willits, CA 
August 1993 


Michael Hackleman 


©1993 Michael Hackleman 

s those who attended will recall 

the Solar Energy Exposition & 

Rally (SEER) in 1992 was a big 
success for the alternative energy 
movement. However, it basically fried 
everyone that headed it, most of whom 
made no money (or lost some) in the 
effort. Planning for SEER ‘94 is 
underway and it promises to be bigger 
and better. Unwilling to skip a year, the 
SEER staff opted this year to put on an 
event. The result was the Renewable 
Energy Development Invitational, or 
REDI. This conference featured 
speakers and workshops for 
professionals in the field. With Keith 
Rutledge and Kathy Maples at the helm, 
REDI was a solid show. 


I’ve seen the behind-the scenes work the SEER folks 
have put out for the past two years, so | made an early 
commitment to attend and help. It seemed a shame to 
let the year go by without a west coast gathering. REDI 
seemed like the perfect window — and | obviously 
wasn’t alone in the thought. 


First, though, let me help put the past 12 months in 
perspective. Much has been happening throughout the 
country. About this time last year, the three-day L.A. 
Electric Grad Prix moved clean-air vehicles through 
more than 100 miles of the smoggiest area in the 
country. Kudos to Peter Hackes and Becky Murray for a 
first-try winner. The EV Symposium sponsored by 
NESEA in Boston (Nov ‘92), under the guidance of 
Nancy Hazard and Robert Wills, was a superbly 
executed conference, and there’s every reason to 


expect the same this year. (See Happenings for 
details.) Ernie and Carol Holden’s SERA-run 3rd annual 
Phoenix Solar & Electric 500 was bigger, better, and 
safer. The ‘93 Midwest Renewable Energy Fair, with 
Julie Weier’s team, has become a formidable event. 
Even in the rain, exhibits and workshops were packed. | 
missed out on the ‘93 Tour de Sol U.S.A. , but | heard it 
was also great. 


| also attended a few utility and industry sponsored 
events, which shall go nameless. Here, everyone 
seems preoccupied with the idea of showing that 
“they're doing something”. All of the information feels 
biased towards the status quo, excluding too many 
good technologies. The information, then, feels 
outdated, irrelevant, or only politically correct. 


Okay, we’re back at REDI. The first decision attendees 
had to make was: energy or transportation. What | saw 
of the former sessions looked lively and well attended. | 
chaired a number of transportation meetings, and the 
same was also true. Altogether, it was invigorating to 
get updates on many of the emerging technologies, and 
to hear societal and economic issues discussed along 
with technological ones. 


When it was time for some fresh air, a diverse variety of 
vehicles and technologies greeted the eye curbside. A 
surprisingly nimble City-el was put through its paces by 
many people. It felt safer to drive than it looks. Hmmm. 
European styles always seem to hide their toughness 
and crashworthiness. Bill Worf is setting up dealerships 
to make this 700 pound vehicle available in the U.S. 
Ruth MacDougall revealed a plan to put a hundred of 
these well designed vehicles into the hands of SMUD 
customers in Sacramento. | drove the City-el and liked 
it a lot. Its silence was uncanny. The City-el is a time- 
proven design. If you’re going electric, check it out. 


Other good prototypes and conversions were there to 
look over. One was Michael Leed’s Speedster. Starting 
life as the Solar Mule, a zesty 3-wheeler that ran well in 
the Phoenix 500 in 1992, the Speedster is a good 
example of what happens when you think “light”. The 
4.5 horsepower Advanced DC motor cranks out 12 hp 
during acceleration. Applied to 650 pounds of vehicle, 
it's a smooth launch that surprises onlookers. 


John Takes from Burkhardt Turbines showed off a 3- 
wheel runabout that mixes a MGA (two wheel) front end 
with a Yamaha 360 cc dirt bike rear end — engine, 
transmission, cradle and swing arm. It’s a no-nonsense, 
workhorse vehicle that demonstrates the merit of using 
complete subassemblies from the right vehicles to 
achieve goals quickly. The series-parallel contactors 
were a bit jerky for the novice, but | expect things will 
improve. 
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Peter Talbert from Ft. Bragg showed off a hybrid electric-HPV. It 
sports a BlueSky shell (Mark Murphy kit body design) wrapped around 
a robust frame (built by Jan Hellsund — see ATN, Jun/Aug 91). Peter 
is offering a production version of the frame. After some more tuning 
and road time, this will be a neat marriage. 


George Buono (Solar George to Willits’ folk) brought down his 
immaculately crafted electric vehicle. Half of its sturdy 1100 pounds is 
battery pack. With twin Solectria drives at work, it’s a sweet vehicle, 
well engineered and smooth to drive and ride, with regenerative 
braking. As Phil Jergenson says, “It’s a sensible design.” A few weeks 
before REDI, George lost a lifetime’s work when his uninsured solar 
workshop was destroyed by fire. I’m glad he decided to attend REDI. 


Steven Heckeroth also showed up with his latest conversion, driving 
43 miles over from his homestead. The route includes the Fort Bragg 
to Willits road, and its significant uphill and downhill grades. Steven is 
gaining recognition for his solar home designs, and is setting up to do 
custom EV conversions. 


REDI happened and then it was time to leave. | returned with the HP 
crew to visit the magazine’s offices, meet scores of cats, stare at Mt. 
Shasta in the distance, breathe in stars and — you know, do other 
business things. 
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Harris Hydroelectric 
Hydro-Power for Home Use 


Works with Heads Prices start as 
as low as 10 feet. low as $695. 


reer 632 Swanton Road 
a Davenport, CA 95017 
FE 408-425-7652 


"The best Alternator-based MicroHyadro generator I've ever seen." 
Bob-O Schultze, Hydroelectric Editor, Home Power Magazine 


The Lineage 2000 is a pure lead battery. The patented design does not require the impurities 
of calcium or antimony alloys that shorten the life of lead acid batteries. Therefore life 
expectancy in your alternative energy home is 20+ years of service. 


No Hydrometer readings necessary. Unmatched in performance, quality, reliability and 
safety. W ater additions every 2 to 5 years. The Lineage 2000 has been designed to eliminate 
the hazards of fire, and their virtually indestructible case prevents any electrolyte leakage. 


The Lineage 2000 is 1680 Amp hours at the 8 hour rate. This battery has the capacity to 
operate your awesome solar powered home, shop, remote cabin or as a UPS system without 
deep cycling. Shallow cycling promotes longer life in all lead acid batteries. 


Proven Success: The Lineage 2000 has been working flawlessly in alternative energy homes 
for over 11 years. Alternative energy users report an 85-90% efficiency factor. 


Save over 75% on the cost of new by buying surplus. These batteries are like new at 3 to 11 
years old. Prices start at $250 per 2 volt cell. The newer batteries are slightly higher. Price 
includes copper bus bars and stainless steel nuts and bolts. 


Truck freight to most major towns $200-$400 per 12 Volt. 


These batteries can be shipped by barge anywhere in the world. 


The Lineage 2000 cell 
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Each 2 Volt cell is 29 inches tall, 14 
Northwest Energy Storage 3.222" 


Rob & Jean Shappell, 10418 Hwy 95N, Sandpoint, ID 83864 * 208-263-6142 
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Sir Thomas Lipton — 1870 


Display Advertising 
Advertising Rates per Consecutive Insertion 
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| Insertion | Insertions | Insertions | _ sq. in. 


Full Page $1,200 | $1,080 | $1,020 64.13 | 


Half Page $672 $605 | $571 32.06. 
Third Page $480 += $432.| «= $408_~—s 21.38 | 
Quarter Page, $377 $339 | $320 |: 16.03 
Sixth Page $267 $240 | $227 | 10.69 | 


EighthPage $214 $193) $182 8.02 


For full color rates, spot-color rates, inserts, and/or 
current subscriber/circulation demographics, please 
call us. 
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Due to the high cost of international mailing, we 
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subscriptions. 
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Homebrew 


Efficient 12 Volt Power 
from Higher Voltages: 


A Simple Buck 
Regulator 


Chris Greacen 


© 1993 Chris Greacen 
ey, you folks with 24 Volt (or 
higher) systems out there! Do you 
ever want to run small 12 Volt 
appliances off your battery bank? 


It used to be you had three choices: (1) tap into 12 
Volts of your battery bank, (2) use a Vanner Voltmaster 
battery equalizer (24 Volt systems only), or (3) use a 
linear regulator. The first choice leads to an unbalanced 
battery. The second choice keeps the battery balanced, 
but costs — a ten Ampere Voltmaster retails for $216. 
The third choice wastes energy by “burning off” excess 
voltage as heat. 


Buck Regulator on a Chip 

Now you've got a fourth choice. National 
Semiconductor’s LM2576-XX series are “buck 
regulators on a chip”. You provide an inductor, a 
Schottky diode, and a couple of capacitors, and you’ve 
got an efficient buck converter. Put in anywhere from 14 


LM2576-ADJ 


5 TO 40 VOLTS 
UNREGULATED 


+Vin| Lm2576T-12 


14 TO 40 VOLTS 
UNREGULATED + 


Cc 
100 uF 


FEEDBACK 


SCHOTTKY DIODE 
1N5822 OR EQUIVALENT 


GROUND (5) ON/OFF 
(4) FEEDBACK 
C) (3) GROUND 
(2) OUTPUT 
(1) INPUT 


to 40 Volts (60 Volts on the high voltage LM2576HV- 
XX), and you get more current out (up to three 
Amperes) at a regulated lower voltage. As well as the 
12 Volt output version (LM2576-12), the chips are 
available in 3.3 volts, 5.0 Volts, 15 Volts, and an 
adjustable 1.23V to 37V version (LM2576-ADJ). 


For the basics on how buck converters work, see 
“Using Magnetic Fields to Change Voltages” on page 
40 in this issue. In this circuit, Pin 4 on the LM2576-12 
senses the output voltage, and any time it falls below 
12 Volts, the chip allows current to pass from pin 1 to 
pin 2. Current from pin 2 passes through the inductor, 
building up its magnetic field, and arrives at the output, 
raising the output voltage. When the voltage rises 
above the 12 Volt threshold, pin 2 is shut off, and the 
inductor’s collapsing magnetic field induces current 
through the Schottky Diode, supplying the output. The 
capacitors provide filter input and output to within +38% 
of 12 Volts. 


The chip contains internal frequency compensation, 
current limit protection, and thermal shutdown. It works 
great! | used the circuit to power a PowerStar POW200 
inverter from a 24 Volt battery pack. Using a variety of 
ac powered loads from the inverter, and taking data 
with a recording Fluke 87 DMM, | measured efficiencies 
from 82% (239 mA output), to 93% (980 mA output). At 


160 wH INDUCTOR 


ADJUSTABLE 
3 AMP 
REGULATED 
OUTPUT 


FEEDBACK 


160 WH INDUCTOR 


C 
+] 1000 pF 12 VOLT 
3 AMP 
REGULATED 


SCHOTTKY DIODE OUTPUT 
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1.7 Amperes output the efficiency was 87%. To test the 
thermal shut-down and overcurrent protection, | 
powered a 60 Watt ac incandescent bulb through the 
inverter. This meant my 3 Ampere buck converter was 
supplying 5.0 Amperes DC! The light turned on (a little 
dim) and ran for 15 seconds before shutting down. Ten 
seconds later, it fired up again for another 15 seconds. 
No damage to the chip. Efficiency out here: 79%. 


When you build the circuit, keep wire leads short. Since 
the switcher operates at 52 kHz, | wouldn’t recommend 
using it to power radio equipment which operates near 
this band. But | noticed no interference on a FM (~100 
MHz) radio powered by the regulator/inverter. 


Access 

Author: Chris Greacen, Rt. 1 Box 2335B, Lopez, WA 
98261 * 206-468-2838. Thanks to Dave Gardner at 
Advanced Electronics (see advertiser’s index) for 
turning me onto this chip. 


Parts: Finding components for these circuits isn’t easy. 
DigiKey has the LM2575T-5.0 which is a 1 Ampere, 5 
Volt version of the chip. It sells for $6.55. For most folks 
this won't do. National Semiconductor was not able to 
recommend any other retailer of these chips on a piece 
by piece basis, and big distributers sell in lots of 45. But 
National Semiconductor says they will accommodate 
individual customers building prototype circuits. What 
this means is they’ll send you one if you ask nicely and 


Homebrew 


use words like “sample”, “engineer” and “prototype”. 
Their support center is 1-800-272-9959. If you’re 
interested in this stuff, their “1993 Power IC’s 
Databook’ is excellent. 


Schottky diodes are available from DigiKey « 1-800- 
DIGI-KEY. Their PBYR745PH-ND is good for 7.5 A, 
and costs $1.29. Also you might try All Electronics + 
800-826-5432. Hosfelt Electronics, 2700 Sunset 
Boulevard, Steubenville, OH 43952 * 614-264-6464 has 
a 160 UH inductor for a buck, part number 18-123. 


I'll build you one of these circuits, and put it in a nice 
little box, for $75. Tell me your input and output voltage 
choice. Or I'll send you all the parts, including the box, 

for $60. Allow six weeks for delivery. 
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by 2.12 inches high 


FREE 
Information package on 
Sun Tracker 8 
PV Tracking System 
« Provides 40% more power 
¢ Accurate even in wind/cold 
* Reliable 
¢ Affordable 
¢ Warranteed 


American SunCo 
PO Box 789H, Blue Hill, ME 04614 
(207) 374-5700 


LET HOXAN AMERICA HELP YOU POWER ANYTHING UNDER THE SUN. 


Hoxan America Inc., leaders in photovoltaic marketing since 1986, has joined with Solec International, Inc. to 
distribute high-quality, U.S. made, Solec-brand PV modules in North and South America. Hoxan America is a 
Solec stocking distributor, assuring PV resellers of reliable customer service. Dealer inquiries welcome. Call 


us toll free today: 
800-34-HOXAN 
(800-344-6926) 

One Centennial Plaza 
Piscataway, NJ 08854 


HOXAN 


AMERICA INC. 


¢ Distributors of high-quality, advanced solar 
modules, components and systems. 

* Serving North & South America with system 
engineering and PV sales since 1986. 
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DC Permanent 
Magnet Motors 


Power your own fans, wash 
machines, pumps, shop tools, air 
compressors, lawn mowers, 
small electric vehicle, etc. 

Can be used as generators. 
We now have a large inventory of very low 
cost DC motors. The 90 volt models are real 
bargains. They work on 12, 24, 32, 36 and 
48 volts with proportionally less horsepower 
and RPM. Most of the 90 VDC motors are 
1.25 to 1.75 Horsepower at 4800 rpm, 15 


amps, dual shafts. Sizes, brands, rating vary. 


Some are 5" diameter by 8.75" long plus 
shafts. 25 lb shipping. (contact us for 
shipping cost) Save hundreds of dollars on 
these nearly new motors. 


$75 each or 2 for $100 
New Book! 


POWER 


Renewable Energy for 
the 1990s and Beyond 


Paul Gipe 


Business/Renewable Energy for 
the 1990’s and Beyond 
by Paul Gipe 


This 1993 book will answer many of your 
energy questions. It covers many 
applications, measuring the wind, estimating 
output, economics, various designs for wind 
machines and towers, interconnecting with 
the utility or stand-alone systems, pumping 
water, locating, zoning, installations, 
operating and maintaining and safety. 
Includes wind maps for most continents, 
atlas, bibliography and tables. 


414pages $35 


Special $26 


plus $4 shipping USA. 


Electric Garden Tractors 


Mow 2-3 acres per charge. 

A few used models available. Manufactured 
by GE from 1970 to 1974. Good machines. 
Large assortment of accessories. 
Info Packet $6 


Refrigerators 
SERVEL Propane $1150 
Sun Frost RF12 $1675 


Send $4 


for catalog of: 


Solar Electric Modules 
Wind Generators, Towers 
Wind Measuring Instruments 
Hydro Electric 
Charge Controllers 
PV Mounts, Trackers 
Meters, volt, amp, amphour 
Batteries, lead acid, NiCad, NiFe 
Circuit Breakers & Fuse Boxes 
Battery Chargers 
Auto Transfer Switches 
DC Motors, new & used 
12 volt Power Drills 
DC Water Pumps 
Survival Pocket Tools 
Hydraulic Ram Pump 
Inverters 
DC & AC Lights 
Sun Frost Efficient Refrigerators 
SERVEL Gas Refrigerators 
Propane Lights 
Gas Space Heaters (non-electric) 
Fans, Evaporative Coolers 
Solar Water Distillers 
Tankless Water Heaters 
Wood Fired Water Heaters 
Solar Cookers, Books, Plans 
Grain Mills, hand & electric 
12 volt Bed Warmers 
Fence Chargers, Gate Openers 
Composting Toilets 
Low Water Toilets 
DC Electric Garden Tractors 


DC Submersible Water 
Pumps 


Low as $1 99! 


Positive displacement, diaphragm pump with 
permanent magnet motor. 2.5—-1 gpm 
depending on depth. 12, 24 VDC, 115 vac 
12" x 3.75" dia. 1 year warranty. These and 
other models are listed in our catalog. 


| fA 
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12 volt Drills 

Rockwell Big 10 drills are heavy built by 
PorterCable. All metal body, 4' cord with 
polarized plug. 13" long x 5 1/4". 9 Ib. 
shipping. 3/8" $115. = 1/2" $138. 
A 24' extension cord with polarized 
plug and battery clips is available for 
these drills. 5 lb. shipping $13. 


ney ae 


ah 
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SUN OVEN 


Bake bread, roasts, fish, chicken, 
casseroles, grains, vegetables, beans. 
300°F—400°F over $200 value 

Free thermometer included. 


Have fun cooking. 
Special $1 35 


plus shipping (call or write) 


Windmill Water Pumper Catalog 


SS at 
aS 4 ee $5 
Ye —~ 
i , 
y Has Windmill Towers, 
Pump Jacks, Hand Pumps, 
Cylinders, Pump Rod, Leathers. 
Solar Electricity 
Used PV, low as 


$2.29 per watt 


New OmniMeter™ 


Universal meter & control system 
10-60 VDC 


Kansas Wind Power 


Route 1HP37, Holton, KS 66436 


"Since 1975" 


913-364-4407 


Federal Energy 
Subsidies & 
The Societal 
Costs of Energy 


Michael Welch 


©1993 Michael Welch 


ome time ago, | presented a 

poster session at an energy 

conference at Humboldt State 
University that showed the advantage 
that the oil, gas, coal and nuclear 
industries received as a result of 
government subsidies. The session was 
very well received, but what amazed me 
the most was how little otherwise astute 
individuals knew about how much the 
energy they used truly cost them. 


This column will concentrate on two facets of the issue: 
government subsidies and the more enigmatic hidden 
(societal) costs of energy, which can certainly be 
considered a subsidy. Basically, there are two schools 
of thought in the renewable energy world on 
government energy subsidies. First, there are those 
that believe that all subsidies should be removed, and 
that, as a result, a free-market economy will then pick 
and choose between available energy production 
methods to end up with only those energy sources that 
can stand on their own two feet. On the other end of the 
continuum, there are those that believe that we should 
encourage the Federal government to allocate as much 
money as possible to solar and other renewable energy 
resources (including increased efficiency) in the hopes 
that these funds will help renewables more quickly 
catch up to where the conventional energy sources are. 


Many folks that are thinking seriously about this are 
somewhere in the middle. They realize it is overly 
idealistic to believe that our politicians would ever end 


Power Politics 


subsidies that have been in place to a significant 
degree for many decades. They also realize that the 
very same reason will prevent large enough renewables 
subsidies to adequately even out the playing fields. By 
my way of thinking, a subsidy has merit, regardless of 
opposing technologies’ subsidies, if it encourages new 
development which is considered desirable for our 
society, but would not get a good start on its own. 


A logical, practical implementation of these beliefs 
would be to work hard to decrease the subsidies for 
less favorable technologies and then to work even 
harder toward leveling the playing field by increasing 
the subsidies for renewables and energy efficiency. At 
this point in time, it would not make sense to consider 
having equal or no subsidies as a level playing field. 
Infrastructure decisions and other investments have 
long been based on past subsidies, and these market 
effects could linger for decades after the subsidy itself 
is eliminated. 


According to The Alliance To Save Energy’s recent 
report Federal Energy Subsidies: Energy, 
Environmental and Fiscal Impacts, “The historical 
pattern of federal subsidies for energy ... refutes the 
notion that there is a free market in energy. If this 
damaging pattern is not broken, the United States may 
fail to achieve its energy, environmental, fiscal, and 
economic goals.” The report is based on 1989 figures, 
the most recent year for which complete and reliable 
data could be obtained. According to the report, 58% 
($21 billion) of all energy related subsidies directly 
promotes the use of fossil fuels and 30% ($11 billion) is 
earmarked for nuclear, while energy efficiency receives 
only 3% and emerging renewable sources account for 
only 2%. 


The report points out that our energy subsidy pattern is 
damaging in several areas. First, it represented a heavy 
tilt toward conventional energy supply and away from 
energy efficiency. It is becoming increasingly apparent 
that efficiency and conservation are the cheapest and 
most environmentally effective means of meeting our 
future energy needs. Second, it favors mature energy 
resources like fossil fuels, nuclear fission and 
hydroelectric that should already be able to stand the 
test of the market over emerging technologies that 
could truly use a boost to get going. Third, it represents 
poor environmental policy because it strongly favors 
polluting and environmentally risky technologies over 
safer energy sources. And last, this subsidy pattern can 
be translated to lower energy bills for consumers (at 
least in the short run). But if you add on any associated 
tax burdens to the public, the heavily subsidized 
technologies end up being pricier in the long run. The 
artificially inexpensive energy rates could ultimately 
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Power Politics 


discourage the development of new technologies which 
may prove to be cheaper. 


Other Costs of Energy 

And then, there are the hidden, or societal costs of 
energy. WARNING: THESE FIGURES ARE 
STAGGERING, & MAY INDUCE LIGHTHEADEDNESS 
IN THE FAINT OF HEART... or at least really tick you 
off. Though hard to specifically identify and just as hard 
to put in financial terms, these hidden costs include 
damage to the environment, environmental illness as 
the direct result of pollution from energy industry 
activities, economic and employment effects, damage 
to our country’s buildings and infrastructure as a result 
of acid rain, and the costs of military efforts to protect 
U.S. control of the world’s oil supplies. Thanks to the 
American Solar Energy Society’s (ASES) 1989 
Roundtable, Michael Nicklas has made an excellent 
stab at these annual figures (the ranges indicate the 
difference between various information sources 
researched). See table below. 


When you add in the range of estimated annual 
government subsidies for energy at $43.3-$55.2 billion, 
that means that the total costs of energy that most of 
society does not know about ranges from $109.2-$258 
billion, an absolutely staggering figure. This figure 
comes to over $1000 per U.S. citizen per year! 


According to Nicklas, our free market economy would 
operate best when both the buyer and the seller have 
complete knowledge of which choice will benefit them 
the most. Obviously, when most of us make our energy 


Hidden Cost of US Energy 


Subsidies 


Health Impact 


Military 


Employment 


Radioactive Waste 


Crop Loss 


Corrosion 


“iy 


choices, we are thinking of our immediate out of pocket 
expense. Who stops to consider when they pay their 
utility bill, that sulfur dioxide from coal burning plants 
cost Americans $82 billion per year, or that farmers are 
suffering $7.5 billion per year in crop damage, or that it 
will cost us $31 billion per year to deal with nuke plant 
decommissioning and radioactive waste? If the true 
costs of energy were more closely associated with our 
individual energy needs, the best long-term solutions 
would more likely result in increased energy efficiency, 
conservation, and, of course, renewable energy use. 


Another report, The Going Rate: What it Really Costs to 
Drive published by the World Resources Institute 
(WRI), concentrates on the hidden and subsidized 
costs of our motor vehicle transportation system. 
According to the report, “Motorists today do not directly 
pay anything close to the full costs of their driving 
decisions .... The net effect is to make driving seem 
cheaper than it really is and to encourage the excessive 
use of automobiles and trucks.” According to the WRI 
report, the hidden and subsidized costs of driving are at 
least $300 billion per year. 


When you figure that Americans drive two trillion miles 
per year, this comes to an additional 15 cents per mile, 
average cost. If you estimate that the average mileage 
on an American owned vehicle is 20 miles per gallon, 
that means that our society is paying an additional $3 
for every gallon of vehicle fuel consumed. 


Let me ask you, what would your driving decisions be 
like if gasoline prices at the pump were to be increased 
by $3 per gallon? Mass transportation, 
bicycling, and even just staying at home 
would begin to look much more attractive. 
So, when you go out and buy your remote 
energy system or your electric vehicle or 
your bicycle instead of paying the energy 
industry for their standard fare, you can feel 
good about your decision for more reasons 
than just becoming energy independent. You 
can truly justify your decision based on 
realistic economic figures, as long as you 
consider more than just your immediate out 
of pocket expenses. The only problem with 
this analysis is that you and | are still paying 
big bucks for others’ less sound decisions. 


How many energy lobbyists does it take... 
| don’t know the exact number, but they were 
all in Washington this spring, and their 


$0 $20 $40 $60 $80 
Cost in Billions of Dollars per Year 


Minimum 


Maximum ll Average 


mission was accomplished. President 
Clinton’s proposed BTU energy tax appears 
to have gone by the wayside. His proposed 
tax, while raising $70 billion for deficit 
reduction, looked meager when compared to 


$100 
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the energy costs outlined above. The way | hear it, the 
special interest lobbyists came out of the woodwork to 
stand up for the “rights” of the oil and transportation 
industry. When combined with Republican efforts to 
discredit the Democrat President with their inflated “tax 
& spend” rhetoric, the BTU tax plan didn’t stand a 
chance. 


The answers to our woes in Washington are becoming 
clearer and clearer every year: We've got to get rid of 
the lobbyists and reform campaign financing. With 
money and influence-peddling out of the way, our 
government could finally get back to work for the good 
of us all. It does look, however, like there could be an 
energy tax in our future, albeit somewhat smaller than 
that proposed by Clinton. A transportation tax has been 
proposed which will raise Federal transportation fuels 
taxes from 14.1 cents per gallon to 21.4 cents. The 
whole point for the President is to use these taxes to 
decrease the deficit. 


Access 
Author: Michael Welch, c/o Redwood Alliance, POB 
293, Arcata, CA 95521 voice: 707-822-7884 « fax: 707- 


826-9582 * bbs-data: 707-822-8640 Peat 
ue, 
LAKE 
MICHIGAN 
WIND & SUN 
“Wind Generators & 


ee 


parts made with wind 
generated electricity.” 
Largest selection of used wind equipment 
available, including wind gens, towers, and 
inverters. We repair & make replacement 
parts, blades & governors for most wind 
generators, pre-REA to present, specializing in 
J acobs Wind 
Eighty used wind systems in inventory. Best 
prices on Bergey, Windseeker, and the 
Whisper 600, 1000 and 3000 wind generators. 
We pay shipping to the lower 48. We build 
towers and tower-top adaptors for the 
Whispers. 
Lake Michigan Wind & Sun 
3971 E. Bluebird Rd., Forestville, WI 54213 
414-837-2267 ¢ FAX 414-837-7523 


“Not affiliated with Jacobs Wind Electric Co., Inc.” 
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SOLAR 
FLOWLIGHT® 
PUMPS 


including 
Slowpump” & Flowlight Booster Pump 
are now Being Produced by 


Windy Dankoff, PVSS 
PO Box 548, Santa Cruz, NM 87567 
Phone & Fax (505) 351-2100 


for water lift & pressurizing — quiet, efficient & durable 


The original products from the original producer ... Since 1983 


Solar Pathfinder 


Get the most from your solar investment! 


The Solar Pathfinder’s patented relective principle of 
operation makes this the only instrument available that can 
provide a full year of accurate solar data in a single 
reflected image. One siting takes only minutes and 
requires no special skills or technical “know-how.” One 
simple tracing does the job. One quick 
——- reading with the Solar Pathfinder “takes all 
(——— 1 the guesswork out of 


predicting exactly how much 
sunshine your array or water 
heater will receive throughout 
the year.” Profiled in HP#16, 
“Things that Work!”, and again in > 
. HP#21, “Site Survey”, the Solar > 
\\. Pathfinder is now available eS 
\, Things that Work! 
» from: tested by Home Power 


Solar Pathfinder 
Route 2, Box 147, Hartford, SD 57033 
605-528-6473 


Pathfinder with metal case, tripod, sun charts, and manual — $189 plus $6 
shipping. Hand-held model without case — $118 plus $4 shipping. 
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Visa or Mastercard accepted. 


Who owns the sun? 


continued from page 4 


| have nothing against the utilities using sunshine to 
make power. In fact, for the good of our environment, 
the sooner the utilities go solar the better. | see PV 
modules on the roof of virtually every building, all 
contributing power to a nationwide solar electric grid. 


The big question is who owns these PV modules, and 
more specifically who owns the electric power that 
these modules make? Will the energy companies hold 
on to their power monopoly, or will electric power 
become something we commonly own? By analogy 
consider the following: you live in a cold climate where 
vegetables, shipped from a distant place, are only 
available at supermarkets. Someone invents a 
greenhouse that allows local vegetable production. 
Imagine inviting the supermarket to come to your 
homestead, erect a greenhouse, grow a 

garden, then sell you the vegetables. 


Under the Public Utilities Regulation 
Policies Act of 1979 (PURPA ‘79), 
the federal government ruled that 
utilities must buy renewable 
energy from any producer. To 

us average type folks, PURPA 

‘79 means that if we put up 
PVs, a wind generator, or a 
hydro, our local utility must 
purchase our RE-produced 
power. While PURPA ‘79 doesn’t 
make it easy for us, as independent 
RE producers, to contribute our 
energy to the grid, it is very specific that 
we own this RE power and that the utility 
must purchase it from us. 


Nowhere in the utilities’ marketing of solar energy, do | 
see recognition of our legal right to own our particular 
piece of the sun. | am here to tell you what the utilities 
don’t tell you. You can own your own electric power, 
and even sell your surplus energy back to them. If you 
are off-grid, you can own your own electric system for a 
fraction of the utility’s lease cost. 


Utilities are businesses. They make decisions based on 
their interests. It is not in their interest to have you own 
the power producing system and contribute this energy 
to their grid. This puts you in utility’s traditional role of 
power producer and demotes their role to power broker. 
From the utility's standpoint this is a bad business 
move. From your perspective, as an RE producer, 
owning the energy offers you security and freedom. 
Instead of paying retail prices for power, you own your 
own. If the system is large enough to produce a 
surplus, then you should get a check from the utility. 


Solar energy 
puts you in utility’s 
traditional role of 
power producer 
and demotes their 
role to power 
broker. 


The word is out. Owning your own renewable energy 
system is like growing your own food. Just one more 
necessity of life that is secure and under your control 
rather than subject to the decisions of others. Energy is 
now something that can be home grown. 


“Who owns the sun” 

Well, you do, of course. Federal law, common law, and 
just plain good sense all tell us that. This question must 
be repeatedly asked so that we are all aware that we do 
indeed own the sun. By way of helping us to forget who 
owns the sun, the powers that now control power offer 
us a number of tempting solar scenarios. Take a look... 


Utility scale solar power plants 

These represent the utilities’ traditional approach to 
electricity — build a huge plant, make lots of power, 
and ship it on wires to wherever they can sell it. 
The main problem with this approach is the 
democratic and distributed nature of 
sunshine. All anyone gets is one 
kilowatt per square meter and that’s 
it. Solar energy is diffusely offered 
everywhere and awkward to 
centralize. The main attraction of 
utility scale PV projects is that 
they allow the utilities to keep 
their traditional role as producers 
in the style to which they have 

become accustomed. 


The utility's PVs on everybody’s 
roof 

In this scenario the utility installs their 
PV array on your roof. Here you buy 
their power which is produced on your roof. 
This scenario is actually being practiced by a 
major utility and this utility charges more for the solar 
energy than for its regular electricity. This “PV for 
Yuppies” program (as it’s known inside the utility) is 
actually being successful because so many folks want 
to help our environment. There are three advantages 
for the utility in having their modules on your roof — no 
real estate cost, no additional transmission wiring, and 
they get to keep you for a customer. The disadvantage 
for the user is that you are still a power consumer with a 

monthly power bill. 


There are legal questions surrounding the utility owning 
the PV array located on a roof that you own. Consider 
fire, storm damage, lightning damage, and other real 
life disasters. Who is responsible for what aspects of 
the system? New types of insurance and law will have 
to be written to insulate the utility from the homeowner 
and vice versa. 
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Your PVs on your roof 

This scenario reflects the real ownership of the sun. 
You own the PVs on your roof and the power that they 
make. This scenario is legal (PURPA ‘79) and is being 
practiced by hundreds of grid connected RE systems. 
This scenario is not promoted publicly by most utilities 
because it is not in their own interest. As long as the RE 
producer meets rigid technical requirements, the 
system can be insured and legal requirements are clear 
cut. 


| would like to suggest the following financial 
arrangement between the utility and any independent 
RE producer — all RE systems producing under 50 
kiloWatts should receive net billing. This means equal 
payment for power produced or consumed. 


Power bills without the wires 
Utilities are entering markets which they have never 
serviced before. One such market is off-grid home 
power systems. Several utilities are considering 
leasing, and one is actually now leasing, stand-alone 
PV systems to off-grid homes. 


Utilities lack the expertise and experience to enter the 
off-grid market. | recently attended an RE conference 
and asked representatives of two major California 
utilities how many off-grid ratepayers they had. Both 
representatives answered none. By definition, off-grid 
means not connected to the utility’s wires. This is a 
market that is radically different from any that utilities 
have ever serviced. Here there are design and 
customer interface skills that will take years for the 
utilities to master. 


Who owns the sun? 


Utilities actually lack the legal ability to enter any PV 
market. Legally, public utilities are hampered from using 
solar energy by two factors. One, a utility cannot easily 
raise its rates. This limits their use of utility owned PV 
on their grid because they cannot show it to be cost 
effective. Two, a utility is prohibited from using its 
publicly granted monopoly to unfairly compete with 
other industries. This limits their competition with 
established, off-grid RE businesses. 


The off-grid market is already effectively serviced by 
over 1,000 companies nationwide. These are the 
people who developed solar energy and made off-grid 
living a working reality. They have the experience of 
over 50,000 installations nationwide. Ten years ago the 
utilities laughed when we told them that small scale RE 
systems were more cost effective than either line 
extensions or running a generator all the time. Over the 
years, these small companies have pioneered home 
power systems until they represent a sizable and 
rapidly growing market. The chart below shows the 
volumn of off-grid home power business that we can 
track through our subscriber's database. | think that 
these figure represent less than 30% of the actual off- 
grid renewable energy market. 


Utilities are trying to hold on to their energy production 
monopoly. The PUCs rule that the utilities can’t buy PV 
because it’s not yet cost effective to put solar on their 
grid. They can, however, lease PV systems to off-grid 
homes where it is clearly cost effective. Except for the 
legal wrinkle that there is this growing industry which is 
already servicing the off-grid market. 


The off-grid market serviced by renewable energy dealers 


millions of dollars 
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Battery Inverter Tracker 
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Who owns the sun? 


Watching all this high-powered wrangling over sunshine 
and the utilities courting the RE industry has been 
fascinating. If utilities can’t legally enter the off-grid 
market, then they can gradually buy its companies, and 
then run it their way. Which means the utility owns the 
power and we buy it — business as usual. Some off- 
grid RE companies are suffering from money-induced 
myopia. Some distributors and wholesalers think that 
the off-grid market will benefit from utility participation. 
“Come into my parlor,” said the spider to the fly.... 


Energy Loan Sharking 

Utilities want to offer financing to the RE community. 
While it’s plainly clear that the utilities have the money, 
it is also clear that the financing they are talking about 
is for leasing a system, not buying one. For a specific 
example, Idaho Power is offering to lease a full sized, 
off-grid, home PV system for about $1,000 down and 
$300 per month for five years. Over a five year period 
the user would pay about $18,000 for power and end 
up owning nothing. If the same Idaho customer were to 
buy the system from an independent RE dealer, it 
would cost about $10,000 installed. At the end of five 
years, the owner still has a system that will continue to 
make power for at least another fifteen years. 


Utility financing has only one tempting feature — it is 
the only offer we have. Currently almost all banks and 
lending institutions are too conservative and slow to 
realize an RE system’s value. This is slowly changing, 
with some banks, like those in Willits, California, now 
offering financing for RE systems in off-grid homes. 


Our solar future 

There are few doubts that the 21st century will end up 
solar powered. After over 23 years of life off the grid, | 
know solar works. An industry doing over 100 million 
dollars in business yearly knows that solar works. 
Recent maneuvering by energy utilities shows they now 
know solar works. 


If you've made it this far in the longest editorial | have 
ever written, then you are interested in energy. Insist on 
your right to own your portion of the sun. If you are a 
utility person, then please see that the times are 


changing. What was a power owned by few is now a 
power offered freely to all. Please be graceful during 
these times of change. Your role in our solar future is 
that of storage and distribution. Production has been 
moved to the big nuke 93 million miles from here. 


Within the next decade we will make the decisions 
affecting our energy future. Not the least of these is, 
“Who owns the sun?” 


Access 

Author (and solely responsible for the opinions 
expressed in this editorial): Richard Perez, c/o Home 
Power Magazine, POB 520, Ashland, OR 97520 « 916- 
475-3179 voice or FAX. E-mail via Home Power BBS 
(707-822-8640) address to my name. 


A personal note 

From this editorial you may gather that | am no fan of 
energy monopolies. | have a long memory. | remember 
watching Science Fiction Theater on TV in 1955. The 
show was sponsored by our local utility. | remember 
Redi-Kilowaitt telling me about the coming age of clean, 
safe, nuclear power that would be too cheap to meter. | 
remember Three Mile Island. | remember WPPS. | 
remember the Gulf War. Clean, safe nuclear power has 
arrived, via the Sun. The energy monopoly dinosaurs 
have not yet realized that the climate has changed. 


There is something about concentrated wealth that 
brings out the worst in humans. Solar energy can 
redistribute our energy wealth. This removes one of 
life’s essential items from our list of things to fight over. 


What grass roots RE dealers need is a nationwide 
organization that represents their interest and the 
interests of the off-grid market they serve. | offer Home 
Power Magazine's services in aiding the birth of such 
an organization. | suggest that a Renewable Energy 
Association (REA?) could greatly benefit us all. We are 
currently dealing with issues a case at a time. An 
organization could pool our experiences and resources. 
If you are in the home power RE business, then please 
contact us at Home Power. 


While everyone else talks about educational reform... 


Here is what’s already working! 


ALTERNATIVES IN EDUCATION 


¢ Alternative Schools * Waldorf & Montessori * High School & Higher Education * Politics of Education * Homeschooling 


Published October 1992, 228 pages, softcover, indexed, appendixes. Special price $14.00 post paid ($18.75 reg.) 
Write for our informative free catalog. Home Education Press, Box 1083, Tonasket, WA 98855 * 509-486-1351 
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The Gridman 
Cometh 


Bob-O Schultze 


©1993 Bob-O Schultze 

outhern California Edison (SCE) 

has proposed a three year, 2000 

kiloWatt (peak), pilot program to 
provide photovoltaic (PV) generated 
electricity to users in their service 
territory where line extensions are 
“uneconomical”. How will this affect the 
development of the Renewable Energy 
market? Read on.... 


The Scenario 

Some of the details of the plan are still sketchy, but as it 
stands now, a potential off-grid customer will be handed 
a list of “approved” contractors. These contractors will 
pick from a list of “standardized” systems based 
(presumably) on the user’s needs, site, and budget. 
The user will be allowed to choose whichever of these 
approved vendors he/she prefers and enter into a 
contract with the utility agreeing to purchase power 
from the system for 15 years with the option to buy the 
system outright at any time for its prorated value. The 
utility will then hire the chosen contractor to 
provide/install the system. The utility will send the user 
a monthly bill. Yet to be determined is who pays for 
insurance, liability, maintenance, and costs of back-up 
generators and fuel. 


A Disclaimer... 

| am a licensed contractor who owns and operates a 
Renewable Energy design/installation business in 
California. As such, | have some definite opinions and 
ideas about this proposal and the whole concept of 
utilities entering the off-grid market. While it’s my 
intention to give a fair analysis and report on this 
situation from an end-user’s point of view (I live on and 
with PVs too), well...l am what | am. If you disagree with 
my reporting, please consider the sources — both 
yours and mine. Fair enough? 


Meet the Players 
¢ The Utility: SCE is a stockholder-owned corporation. 
Their service area is some 50,000 square miles of 
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southern California. They are currently involved in a 
joint venture with Texas Instruments to develop (and 
market) a new type of PV module. 


* The California PV Industry: Consisting of PV and BOS 
(balance of system) component manufacturers and 
distributors, local system designers and dealers, and 
system installers. Many of the manufacturers and 
distributors and a few of the dealer/installers are 
represented by Cal SEIA, the California chapter of the 
Solar Energy Industries Association. Of the 110 
members in Cal SEIA, only 15 are involved with PVs, 
with the rest doing solar thermal or some other solar 
work. Of the 15, only three members are 
dealer/installers, whereas the Home Power “In Biz” 
database lists over 120 PV dealers in California. 


* The California Public Utilities Commission: The CPUC 
is charged with regulation of the large electricity and 
gas utilities. Any expansion or change in the way they 
provide services to ratepayers must be submitted to 
and approved by the PUC. 


* The California Energy Commission: The Energy 
Technology Development office of the CEC has taken 
an active role in sponsoring meetings between Cal 
SEIA, the Utilities, and the PUC. It also has a role in the 
PV4U (PV for Utilities) Working Group. While the CEC 
has no direct involvement with the outcome of the 
proposed project, it is charged with tracking and 
assisting energy technology development. 


Pros or Cons? 

The utilities paint a rosy picture explaining how their 
entrance into the off-grid market will benefit us all by 
advancing the use of PVs. Let’s take a hard look. 


SCE will finance the PV installations and lease the 
facility to the consumer for a monthly fee. The monthly 
cost will be much higher (kilowatt for kilowatt) than for a 
grid-connected home. However, it will allow remote 
homeowners access to solar electricity without having 
to come up with the price of the system at the time of 
purchase. The user could purchase the system from 
SCE at any time. 


« Users will pay more for power from a SCE system 
than they would from a system bought outright from a 
reputable vendor. If the user decides to “buy-out” the 
system from SCE at some future date, the purchase 
price will be based on the prorated life of the system 
components added to the total cost of installation. The 
portion of the monthly charges that went to kW-hr 
consumption, system maintenance, accelerated 
depreciation, and financing will be gone. 


¢ The utility owns the installation. Part of the monthly 
charges will include periodic and preventative 
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maintenance performed by the contractor. You didn’t 
think they’d let you maintain their system, did you? 


Installation will be done to accepted electrical standards 
and performed by licensed and presumably 
experienced installers. The PVs and BOS components 
will be standardized and approved by an accepted 
testing laboratory. 


« Most installations are done by qualified and 
experienced contractors now. Moreover, these small 
contractors are sensitive to and have a much better 
understanding of their customer's needs and lifestyles. 
A system is carefully tailored to a particular customer. 
Large contracting corporations are sure to get on the 
approved list, especially those having “good old boy” 
status from previous grid-connected business dealing 
with the utilities. The unsuspecting remote homeowner 
will then be faced with a smooth-talking, commission 
motivated salesman with marginal or no off-grid 
experience, who will “design” their PV system for them. 


¢ To qualify for the approved or “blessed” list, a 
vendor/contractor will likely have to carry higher 
insurance coverage and bonding than they do now. 
SCE contracts and requirements will add additional 
paperwork and related expenses to the contractor. 
These expenses will be passed on as higher installation 
costs. 


¢ As grid provided off-grid systems are “standardized”, 
PV and BOS manufacturers will rush to get on the 
blessed list by providing acceptable and, more 
importantly, cheaply produced goods. Are these going 
to be the best quality? Will they continue to be 
produced — as nearly all are now — by American 
hands? New products will more likely be tested by a 
testing laboratory, and the utility, rather than the market 
— us, seasoned users. The testing criteria for test 
laboratories is based around the fire safety aspects of 
the equipment. For example, UL listing on an inverter 
tells you it’s not a fire hazard, but it doesn’t even 
consider the quality of the power produced by the 
inverter. Consider that this UL listing will take the 
manufacturer a year to get and may cost 
$5000-$10,000. This will increase the development 
time and expense of new products, and limit small 
businesses from producing new products. 


If orders for PV modules increase dramatically, the 
price of modules will decrease overall. That decrease 
will benefit other PV users as well. 


¢ If the utilities were to order 10 times the 2000 kW goal 
of the proposed project, the PV manufacturers would be 
inclined to invest in more production facilities. At this 
point, it’s doubtful that SCE will find off-grid customers 
for even half the project goal in their service area. 


A Few Other Potential Problems 

* Small dealer/installers will be unable to compete with 
the distributors who also sell and install on a retail level. 
As these smaller, low-overhead vendors are eliminated 
and competition is reduced within the PV industry, 
prices to the end user will rise. 


¢ The utilities have huge advertising, marketing, and 
legal departments in place. They have “name” 
recognition and public trust — after all, they’ve held a 
legal monopoly in their service area for decades. In the 
case of expansion into the solar energy market, the 
CPUC regulations specifically state that, “The 
commission shall deny the authorization sought if it 
finds that the proposed program will restrict competition 
or restrict growth in the solar energy industry or unfairly 
employ in a manner which would restrict competition in 
the market for solar energy systems...” Can we rely on 
an overworked and underfunded PUC to enforce the 
anti-restriction of competition and growth of solar 
energy statutes? 


* Some of the utilities in California have demonstrated a 
penchant toward favoritism in choosing their suppliers 
and contractors. Favoritism is a widespread industry 
concern. At a recent meeting between the RE industry 
and a utility, favoritism ranked 5th of the 22 voiced 
concerns about the utility entering the RE market. A 
practice like this will restrict competition and eventually 
cause higher prices to the end user. Why should 
entrance into the remote home market change this? 


¢ Traditional lending institutions who are just now 
testing the financial waters in the remote PV market 
may back away due to competition from utility financed 
systems. 


And so... 

It was bound to happen. The giant power utilities have 
discovered the reliability and cost-effectiveness of using 
photovoltaics as a viable alternative to line extensions 
to remote homes. The utilities are not interested in 
using PVs for grid-connected homes. Never mind the 
environmental benefits — it’s just too costly to fly it past 
the stockholders at this point. But there are dollars to be 
made in them thar hills. 


Now, after decades of virtually refusing to service the 
remote market and watching government and small 
businesses shoulder the burdens of developing the 
technologies and filling the void, they want in. They 
want into a well established, already serviced 
decentralized off-grid market. And we have a choice. 
Perhaps we should — just say no. 


Access 
Bob-O Schultze, Electron Connection, POB 203, oe 
Hornbrook, CA 96044 * 916-475-3401 Phone/Fax. “=~ 
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n the early days (before NEC 

awareness), PV systems were wired 

with any wire that was at hand. Little 
attention was paid to the quality of the 
wire, its current carrying capability, or 
how it was connected. Experience with 
12 years of large and small PV 
installations and the test of time along 
with help from the local electrical 
inspector has shown us better ways. 
Now, conductor types, ampacities, and 
terminals are a hot topic in the back 
rooms of most PV distributors, dealers, 
and installers. Conductor selection and 
ratings in various PV applications are 
the topic of this Code Corner. 


Module Wiring 

Rigid and flexible nonmetallic and metallic conduit can 
be used with modules having the appropriate conduit 
fittings on the junction boxes. If conduit is not required 
by a local code, Section 690-31 of the 1993 National 
Electrical Code (NEC) permits the use of single- 
conductor cable that is identified as sunlight resistant 
for PV module interconnections. Underground Feeder 
(Type UF), Service Entrance (Type SE), and 
Underground Service Entrance (Type USE) cables are 
allowed for module interconnects. Most UF cables are 
made with PVC insulation. Problems have been 
identified with PVC insulation when used in direct- 
current circuits where moisture is present. Under these 
conditions, the insulation dissolves. It is unknown 
whether PV module wiring in wet climates provides the 
conditions necessary for PVC insulation failure. It might 
be wise to use USE or SE cables in locations where the 
cables are in contact with standing water. Furthermore, 
although passing the Underwriters Laboratories (UL) 
standards for sunlight resistance, UF cable has shown 
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signs of deterioration after only four years in hot, 
sunlight-exposed installations. 


USE and SE cable are generally not marked sunlight 
resistant, but they have passed the sunlight resistance 
tests and most inspectors are familiar with the use of 
these cables outdoors in exposed locations. If the USE 
or SE cable has cross-linked polyethylene (marked 
XLPE or XLP) and is further marked RHW and RHH or 
RHW-2, it is one of the best, commonly available 
cables. Standard USE cable has only a 75°C insulation 
when wet. The RHW designation indicates rubber 75°C 
insulation for use in wet conditions, and the RHH 
indicates a rubber insulation, when dry, with a 90°C 
insulation. The new RHW-2 and USE-2 designations 
indicate insulation with a 90°C rating even when wet. 
SE cable has a slight advantage in that it has flame 
resistant additives that USE does not have. The 
Underwriters Laboratories label (UL) will ensure that the 
cable meets the highest quality standards and will be 
the most durable product. 


Section 400-7(a)(10) allows the use of flexible cables to 
connect moving parts. Tracking flat-plate and 
concentrating PV modules are moving parts and these 
cables could be used. Types W and G are recognized 
by the NEC as flexible cables. Types SEO, SEOO, and 
the like usually have the necessary sunlight and 
weather resistance. These flexible cables are not 
allowed when connecting fixed arrays. 


This wiring method using exposed, single-conductor 
cable is only allowed for module connections. At some 
point near the modules, the wiring method must be 
changed to one of the other methods meeting the 
requirements of the NEC. The exposed, single- 
conductor cables could be routed to a weather head 
and into conduit and then into the building and to the 
PV Disconnect Switch. Another alternative is to route 
the single-conductor cables to a junction box where the 
cables can be spliced to a jacketed, multiple-conductor 
cable like NM (Romex) or UF (Underground Feeder). 
These jacketed cables would then be installed with the 
required physical protection, and routed to the 
disconnect switch. NM cable, of course, can only be 
installed in indoor locations, while the UF cable has 
sunlight resistance and, with appropriate protection 
from physical damage, can be installed in outdoor 
locations. 


Tray Cable (TC) comes in two or more conductor 
cables and is generally marked sunlight resistant, but 
some inspectors object to its use based on the NEC 
requirement in Section 340-4 to have it mechanically 
supported by a cable tray or other means. Also, Section 
340-5 prohibits the use of tray cable as open cable on 
brackets or cleats. Tray Cable requires special 
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calculations for current-carrying capacity (ampacity); 
the NEC must be consulted carefully when using this 
cable. 


Temperature Derating 

Because the PV modules are in the sunlight, they get 
significantly hotter than the surrounding air 
temperatures. Ambient air temperatures in some parts 
of the country may be as high as 45°C (113°F). The 
backs of the modules, the module junction boxes, and 
other nearby areas where the conductors must operate 
can have temperatures as high as 65°C to 75°C. The 
ampacity of the cables used to connect the modules 
must be derated for these higher temperatures. 


Most installations should use an ambient temperature 
of 65°C to derate the conductors. In hot locations, with 
no ventilation provided for the back of the modules (e.g. 
mounted directly on a roof), a 75°C temperature should 
be used in the temperature derating calculations. In 
less sunny, cooler sections of the country, maximum 
module temperatures might be lower. 


An Example 

In a particular installation, it has been decided to use 
number 10 AWG conductors because of the size of the 
module terminals. Single conductor number 10 AWG 
USE-2 cable has been ordered with XLPE, RHW-2, and 
UL markings which indicate a 90°C temperature rating. 
The modules are mounted on a rack on a brown 
shingled roof, but for esthetic reasons, the spacing 
between the modules and the roof is only two inches. 
The wiring is to be in free air (not in conduit) so Table 
310-17 in the NEC may be used. Since the 90°C 
module terminal rating matches the USE-2/RHH wire 
temperature rating of 90°C, the cable can be operated 
at the maximum temperature for which it was rated. In 
Table 310-17, Number 10 AWG cable with 90°C 
insulation has an ampacity (current carrying capacity) of 
55 Amps at ambient temperatures of 30°C. A footnote 
to the table notes that number 10 AWG conductors may 
not have an overcurrent device rated at more than 30 
Amps. Because the modules have little ventilation 
space and the roof is brown, the area between the 
modules and the roof and in the module junction boxes 
can be expected to be as high as 75°C on hot, sunny 
days. The ampacity of the conductor must be derated 
for this temperature which is the ambient temperature in 
which the conductors operate. Ampacity Correction 
Factors are presented in the lower section of Table 
310-17. For conductors rated at 90°C, the derating 
factor is 0.41 yielding a number 10 AWG cable with a 
derated ampacity of 22.6 Amps (55 x 0.41). 


Furthermore, Section 690-8 requires that a 25% safety 
factor be used when sizing the conductors so that they 
will not be operated continuously at more than 80% of 


the rated ampacity. This calculation indicates that the 
maximum short-circuit current that this conductor can 
handle is 18.1 Amps (22.6/1.25). The sum of all short- 
circuit currents for all of the modules connected in 
parallel on this number 10 AWG USE-2 cable should 
not exceed 18.1 Amps. 


If the modules were spaced six or more inches from the 
roof, the maximum operating temperature would drop to 
about 65°C on hot, sunny days. In this case, a derating 
factor of 0.58 is given which, when multiplied by the 55 
Amp rating of the cable at 30°C, gives a derated 
ampacity of 31.9 Amps (55 x 0.58). After the 25% safety 
factor is applied, the maximum short-circuit current that 
can be carried by this cable is 25.5 Amps (81.9/1.25). 


Interior Wiring 

All interior wiring of DC PV source circuits and DC and 
ac load circuits must comply with all aspects of the 
NEC. The cables for DC circuits are similar in most 
cases to that required for ac circuits. In some cases a 
larger size conductor is used to reduce voltage drop in 
DC circuits, but the installer must ascertain that 
switches and outlets have terminals that will take the 
larger conductors. 


Battery and Inverter Cables 

Large conductors such as the 2/0—4/0 AWG cables 
used to connect batteries and inverters are very stiff if 
made with building wire such as THHN or USE with 19 
strands of copper. The inspector may require the use of 
such cable because the NEC requires it to be used in 
fixed installations and the inspector frequently sees 
electricians using these stiff cables in standard ac 
power installations. The NEC also requires that space 
be allocated for wire bending and connection areas 
when installing equipment using these large cables. 
Use of these cables requires the proper tools, available 
from electrical supply houses, to deal with the stiffness. 


Most PV installers use either battery cable (controlled 
by SAE Standards) or welding cable for the larger 
cables. These cables have numerous small strands that 
provide a degree of flexibility not found in the more rigid 
building cables. Stand-alone inverters and large battery 
cells are being manufactured with flexible cables 
attached, but these products are generally designed for 
mobile applications or industrial applications which do 
not fall under the NEC. The flexibility makes for ease of 
installation, but the NEC does not make definite 
provisions for their use in fixed installations. If the 
flexible cables are used, they should be UL Listed, acid 
resistant, and installed in conduit. Flexible, Type W 
single-conductor cables are available and identified for 
extra hard usage. UL Listed, flexible welding cable is 
also available, but is not recognized in the NEC for this 
use. 
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There are restrictions in Section 400-8 that prohibit 
these flexible cables from being run through walls or 
being attached to building surfaces. Section 400-10 of 
the NEC also requires that strain relief be used 
wherever flexible cables are connected. This would 
indicate that if the inspector approves their use, it will 
most likely be for short runs to a nearby junction box 
where the flexible cables are connected to a standard, 
stiff cable. A proposal will be submitted for the 1996 
NEC that permits this particular use of flexible cables in 
an otherwise fixed installation. 


Manufacturers of inverters are starting to deliver 
products with the necessary conduit fittings that will 
allow the use of the more rigid standard building cables. 
Underwriters Laboratories is addressing the cable and 
cable termination requirements as they develop 
standards for the inverters and battery systems used in 
residential and commercial PV systems falling under 
the NEC. 


High-Current Cables 
The inverter-to-battery cables should be sized based on 
the inverter continuous power rating at the lowest 
battery voltage. More and more systems are being 
installed with large inverters, backup generators, and 
auxiliary battery chargers. Deep-well pumps filling large 
storage tanks present a significant load especially when 
other DC and ac loads are being used simultaneously. 
If the inverter has the ability to deliver continuous 
power, and a generator, micro hydro, or the PV array 
can hold the batteries above the low voltage disconnect 
point, then that exact situation can and will occur. For 
example, the 85% efficient inverter is rated at 2000 
Watts on a 12 Volt system with a low voltage 
disconnect of 10.5 Volts, the 
input current under full power 
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electrical inspector may be required. In other instances, 
new (to the PV installer) installation techniques may 
have to be used to deal with the existing, required 
cables. 


Access 

Author: John C. Wiles, Southwest Technology 
Development Institute, POB 30001/Dept 3SOLAR, Las 
Cruces, NM 88003 « 505-646-6105 


National Electrical Code - 1993, National Fire 
Protection Association, Batterymarch Park, Quincy, MA 
02269 


Underwriters Laboratories, 333 Pfingsten Road, 
Northbrook, IL 60062 {3} 


EnviroMac aN 


Use Your Macintosh to Things that Work! 
Automatically Monitor & Control "s!¢¢'7 fome Power #35 
Your Entire Home Power System 


Improve Home Power Efficiency — Collect & record data 
from up to 16 sensors; including voltages, amps & temps. 
Control Power Consumption — Let your Mac operate 
electrical devices such as lights and appliances. 


EnviroMac includes hardware, intuitive 
easy-to-use software, and sensors! 


Remote Measurement Systems, Inc. 
2633 Eastlake Ave. E., Suite 200 


Seattle, WA 98102 
Phone: (206) 328-2255 Fax: (206) 328-1787 


is 2000/.85/10.5 = 224 
Amps. The 25% safety factor 
increases this to 280 Amps 
and Table 310-16 of the 
NEC indicates that 250 MCM 
cable (one size larger than 
4/0) in conduit should be 


Summary 

Cables and equipment that 
meet the requirements 
established by the NEC are 
available and can be used 
for PV installations. Ampacity 


THE RUTLAND WINDCHARGER \ 


Ideal for stand-alone or combined wind/solar systems, the 
Rutland gives 1 Amp at 10 mph and 6 Amps at 22 mph. 
The Rutland Windcharger’s fine profile 
aerodynamically efficient blade and unique low = 
friction generator ensure maximum performance from 
used. its 910mm (36”) diameter turbine. 


Manufactured in the U.K. and available in N. America from: 
Trillium Windmills Inc. 
RR #2, Orillia, Ontario, Canada, L3V 6H2 
Tel: 705 326 6513 Fax: 705 326 2778 
Dealer Enquiries Welcome 


calculations that are related 
to high-temperature PV 
installations are required. In 
some cases, waivers by the 


Unit K, Cavendish Courtyard, Sallow Road, Corby, 
Northamptonshire, NN17 1DZ England 


Engineering Co. Ltd. 


One of the world's 


—“ RIDE G ——————————— leading wind powered 


battery chargers proven 
by over 15,000 
customers worldwide 
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y mom always told me that good 

things come in small packages. | 

believe her. Just look at flowers, 
seeds, Gary Larson cartoons, (and 
transistors, for you electronic folks out 
there).... My latest fascination with 
things in small packages has been 
small batteries. If you think about it, 
those AA or D batteries allow you to 
power your flashlight, radio, or camera, 
or whatever you choose, wherever you 
want. 
In the last issue, | discussed charging small 
rechargeable nickel cadmium (nicad) batteries with 
small solar electric (photovoltaic or PV) modules. And 
I’ve been wondering which cells are the best to use. | 
use mostly AA cells, so | decided | would buy a bunch 
of cells (mostly nicad but a few nickel metal hydride) 
from different manufacturers and test them. Another 


“good” thing about testing these small packages of 
energy: I’m reviewing quite a bit of basic electricity! 


| got more than | bargained for! So far | have 30 cells 
from 7 manufacturers (and more en route). See below. 


Back to the Basics 


To Recharge or not to Recharge? 

Why use rechargeable batteries? First, there’s the 
waste involved with one-time use batteries. Sure they’re 
small, but they've got to go somewhere when you’re 
done with them. | did not have much luck in finding a 
place to recycle non-rechargeable cells. David from 
Chemical Waste Management suggested calling the 
local city council to find out about household hazardous 
waste programs. Kinsbursky Bros. of Anaheim, 
California (see Access) is currently undergoing a pilot 
program to recycle non-rechargeable cells. They 
currently have all the dry cells they need, and don't 
know when or if they will be accepting more cells in the 
future. Some disturbing info sent from Mark Rabinowitz, 
“Ordinary use-once batteries require 50 times more 
power to manufacture than the battery stores.” 


Yes, rechargeable batteries contain toxins too, but most 
claim 500-1000 charges! And now the nickel metal 
hydride (NiMH) rechargeables have hit the market; 
NiMHs last longer than the nicad cells and don’t have 
the toxic cadmium. Two companies, Real Goods and 
Millenium, guarantee the nicads they sell for life; should 
a cell fail, they will replace it. Real Goods also has a 
recycling program for small rechargeable nicads bought 
from them. Rechargeable batteries are initially more 
expensive and have less capacity (4 to % the capacity 
of throw-aways), but in the long run you’re saving 
money, resources, and energy. 


What do you look for in batteries? | want AA cells with 
high capacity, that can be rapid charged (in 1-5 hours), 
will last for many cycles of charging and discharging, 
and well, that aren’t too expensive. Standard charge 
cells, (cells that can be charged in 14—16 hours) might 
be fine depending on the cost and reliability. Other 
people might want cells to 
withstand high temperature 


Name Capacity | Type} Recommended Charge bought from h disch Y 
SAFT industrial nicad |500mAh | S | 50 mA for 14 hours Sunelco Inc Py ala tale ag set gtk 
ae find small rechargeable cells 
iMENGO) in many flavors. 
Panasonic P272 nicad |600mAh | R /|60 mA for 15 hours DigiKey Corp. 
(Japan) 600 mA for 1.5 hours How | test these 30 AA 
Golden Power nicad | 700mAh_ R |70 mAfor 14-16 hours | Real Goods es ? Seer : Il be 
KR700AA 210 mA for 4-5 hours erie ene eee aind 
these cells to see if they 
700 mA for 1—1.5 hours : : 

eee: ; : : indeed have the capacity 

Millenium nicad 750 mAh | R |canbe charged in one _ | Crutchfield 


hour, no information 
85 mA for 14 hours 


(Gates Energy Products) 

Radio Shack Hi-capacity | 850 mAh | S 
nicad (China) 

Gold Peak Sylva Charge| 850 mAh | S 
nicad (China) 
Harding Energy NiMH 
nickel metal hydride 
*S = Standard charge, R = Rapid charge 


85 mA for 14 hours 


1100 mAh, S$ 


125 mA for 16 hours 


that they are supposed to. 
As | develop my test for 
these cells, I’m 
understanding more about 
battery capacity, charge 
rates, and yes, even Ohm’s 
law. First let’s discuss 
capacity and charging. 


(also 7th Generation) 
local Radio Shack 


C. Crane Company 


Progressive Power 


Home Power #37 ¢ October / November 1993 


97 


Back to the Basics 


At a dribble, the bucket 
would be empty in 100 
hours. [ 


When the valve is wide 
open, the bucket would 
be empty in 1 hour. 


Batteries and Buckets 

Battery capacity is measured in Ampere-hours at a 
particular charge/discharge rate (called C rate). | used 
to find C rates really confusing, so let’s find an analogy. 
Richard often compares a battery to a bucket — you fill 
it up, use it, and refill it. The bigger the capacity, the 
more a bucket (or battery) will hold. Now, to talk about 
charge rates, let’s take our bucket and add a valve or 
hosebib to the bottom. Suppose we turn the valve so a 
fair dribble of water runs out (obviously watering plants 
— we won't waste it). And this dribble is such that the 
bucket is empty in 100 hours. You can imagine a 
certain rate of water flowing through the valve. If we 
take the capacity (C) and divide by the time to empty 
the bucket, we get a rate of C/100. But suppose we turn 
on the valve some more, so that the bucket is empty in 
20 hours. Then the rate would be C/20. Or we could 
turn the valve wide open and empty the bucket in 1 
hour — aC/1 rate. 


But a battery is not exactly like a bucket. When the 
battery reaches its discharge cutoff voltage, that’s it. 
The battery cannot be discharged any further. The 
discharge cutoff voltage for small sintered plate nicad 
cells is 1 Volt. The amount a battery can deliver (its true 
capacity) depends on the rate of discharge (how fast 
the electrons are moving out of the “valve”). A capacity 
figure (100 Amp-hours) is followed by a C rate to tell 
you what the capacity is when the battery is discharged 


0.2C (C/5 rate) 
iets ———— 
1C (CH ratey NY 


Cell Voltage (V) 


0 20 40 60 80 100 120 
Discharge capacity (%) 


Above: Nicad cell voltage drops as it is discharged. 


at that rate or slower. Most deep-cycle batteries used in 
home power systems are rated at about C/8 to C/20 
rate. The capacity of most small cells (for my AA cell 
shootout, 500 milliAmp-hours to 1100 mA-h) is rated at 
a C/5 rate. If a battery is “emptied” at a faster rate than 
its C rating, it will have less capacity than its capacity 
rating. (See nicad voltage vs. discharge graph above). 
For example, if | discharge a 500 milliAmp-hour AA cell 
in 4 hours (a C/4 rate), | will get less than 500 mA-h. | 
imagine that the electrons are moving so fast, they 
spend energy bumping into each other instead of 
getting out. (Note: sometimes you'll see the C rate 
expressed as a decimal rather than a fraction, i.e., 0.1C 
for C/10). 


A C rate can express the charge rate as well as the 
discharge rate. Imagine filling up our bucket with a hose 
that has a similar valve. We can turn the valve on to a 
dribble that will fill the bucket in 100 hours (a C/100 
rate). Or we open the valve more to fill the bucket in 20 
hours (a C/20 rate). 


A C rate is useful to describe batteries of different 
capacities. Let’s take our bucket and borrow Dr. KliUge’s 
Incredible Shrinking Bucket Machine to reduce our 
bucket and valve 50 times. If the original bucket was 
equivalent to the 220 Amp-hour battery in my system, 
the shrunk bucket is like a 4.4 Amp-hour D cell. We turn 
the valve again to a fair dribble so the bucket is empty 
in 100 hours. You can imagine the amount of water 
dribbling through the valve is much less than the 
original bucket. Because both the valve and bucket are 
50 times smaller than the original bucket, the rate — 
C/100 — is the same. 


How do we know how far to turn the valve to empty or 
fill the bucket in a certain number of hours? We need to 
know the capacity and the amount of water 
leaving/entering the bucket. Use the same idea for 
batteries: we need to know the capacity and the amount 
of current leaving or entering the battery. The battery in 
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Above: Nicad cell voltage climbs as it is charged. 


my system holds 220 Amp-hours; a high capacity D cell 
holds 4.4 Amp-hours. If we want to discharge (empty) 
the D cell at a C/5 rate, we divide the capacity (C) by 
the number of hours to get the current. 

Capacity (in Ampere-hours) 

hours 

We would draw 880 milliAmps for 5 hours (4.4 A-h/5 
hours) to empty the battery. Or we could fill (charge) the 
batteries at a C/20 rate. So 220 Amp-hours/20 hours 
equals 11 Amps of current for my system. For a D cell, 
we’d need to use a current of 220 milliAmperes (4.4 
Amp-hours/20 hours). 


= current (in Amperes) 


But, again, a battery is not exactly like a bucket. We 
can work the math and predict when the battery should 
be full by figuring a constant current for so many hours. 
But no battery is ideal. For larger lead-acid and nicad 
batteries, we can skirt the issue and look at the voltage 
to tell us when the batteries are full. But for small nicad 
cells, the voltage difference between full and empty is in 
tenths of a volt. (See nicad voltage vs. charge above). 
So we use the capacity and charge rate to figure a 
constant current for a certain number of hours, then add 
more time to make sure the cells are full. How much 
more? I’ve heard anywhere from 15% to 50%. For 
example, the Panasonic AA cells hold 600 mAmp- 
hours, and like a standard charge of 60 mAmps for 15 
hours (60 mAmps times 15 hours is 900 mAmp-hours 
— a 50% overcharge). Usually the manufacturer gives 
a recommended charge — so many milliAmps current 
for so many hours. 


Beginning the test 

For my test, | have cells with capacities of 500 mA-h to 
1100 mA-h. Some can be rapid charged in 1.5 hours, 
others require 14-16 hours. All the cells came 
uncharged, so the first step in using rechargeable cells 
is to fill them up and discharge them several times. | 
wouldn’t know this except for reading some of the 
instructions that came with the cells. This deserves a 
digression. 


Back to the Basics 


Charging Tips for Nicads 


Confused on how to charge your nickel cadmium and 
nickel metal hydride cells? Here are some tips: 


* Nickel Cadmium (nicad) cells and Nickel Metal Hydride 
(NiMH) cells are usually sold uncharged. They must be 
charged and discharged several times before they 
reach full capacity. This appears to be more a problem 
with new NiMHs than new nicads. 


« Nicads can be overcharged, yes, even by the sun, 
although this is more difficult to do with the smaller 
panels. Read any literature that comes with the cells 
and read the label on the cells carefully for 
recommended charge rate and amount of time needed 
to charge. 


* Observe the correct polarity (+ vs.—) when inserting your 
cell in the holder. 


* Discharge the nicad cells fully at least most of the time. 
“Fully” means that the flashlight is dim, or the tape is 
slow, or the voltage is about 1 Volt. Do not over 
discharge. The infamous memory effect (wherein the 
cells “remember” the partial capacity as their full 
capacity) is caused by repeated (dozens) of partial 
discharges. Richard has a classic “memory effect” story: 
folks at KTVL TV station where he worked used 
rechargeable D cells in video camera lightbelts. They 
would recharge the cells after every shoot. Although the 
cells were not discharged fully, the camera people did 
not want to get caught with dying cells in the middle of a 
roll of film. The cells would only last six months or so. If 
the cells are discharged fully every few cycles, your 
cells will retain their full capacity. (See Q&A this issue 
for more on this.) NiMH cells have no memory effect. 


* These cells lose their charge over time. With nicads, the 
self-discharge rate is fairly slow. Cells that have sat 
around for a month will need to be topped off before 
use. With NiMHs, the self-discharge rate is much faster. 
After a month, NiMHs may need a full charge again. 


¢ Test the voltage of your cells regularly. Sometimes one 
cell will be less charged than another, and this can 
cause problems. During the charge or discharge cycles, 
the cell will give up its charge to other cells. The bad cell 
can actually reverse polarity, which ruins it eventually. 


* Clean the contacts on your cells, cell holders and/or 
charger a few times a year. These parts can oxidize and 
a thin film develops which lessens the electrical 
connection. C. Crane suggest using the eraser on a 
common yellow pencil to clean contacts because of its 
abrasive particles. 


* C. Crane also recommends the slower the charge rate 
the better for the longest cell life. Yes, this includes 
rapid charge cells. 


* Some of the higher capacity cells are too large in 
diameter to fit in some appliances (MiniMag flashlights, 
for example). Check that your new cells fit your 
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Back to the Basics 


Some of the cells | bought came without any 
instructions! Both C. Crane and Real Goods sent 
charging information, and Brian from Sunelco gave me 
instructions over the phone when | bought the cells. 
Three cells (Golden Power, Radio Shack, Gold Peak) 
have the capacity and recommended charge rate right 
on the label; the other cells did not. In fact, the capacity 
of the Millenium cells was not listed on the cell, 
packaging, or even in the Crutchfield catalog where | 
bought them! The package states that the cells can be 
charged in one hour, but | need to know at what 
current! 


| think the assumption is that you don’t need to know 
this information, especially if you use a commercial ac 
plug-in charger. | have heard that many people return 
rechargeable cells because they tried charging them 
(often with solar) and found the cells didn’t work or 
didn’t last very long. | am requesting more technical 
specs from the original cell manufacturers. See sidebar 
previous page for some tips | garnered from the 
instructions | did receive. 


I’ve started by charging the cells, eight at a time, with 
three 12 Volt, 50 milliAmp Kyocera Jetski photovoltaic 
modules. The Saft cells take 15 hours, the nickel metal 
hydride will take 33 hours. I’ve been discharging them 
using a 10 Watt, 10 Ohm (Q) power resistor. More 
basics here. What the heck is a power resistor, and why 
did | choose 10 Q resistance? 


Ohm’s Law Revisited 

I’ve never met Mr. Ohm, but I’ve sure been using his 
“law” a lot. Ohm found a relationship between current 
(I), voltage (E), and resistance (R) which is | = E/R. 
(Current is expressed in Amperes, Voltage in Volts and 
Resistance in Ohms.) When | was studying for my 
amateur radio license, the book used a trick to help 
memorize this relationship: 


E E = Voltage 


| = Current R = Resistance 


If you know two variables and want to know the third, 
cover the unknown quantity with paper or your finger. If 
the two variables showing are side by side, multiply 
them to get the third. If one variable is over the other, 
then divide. 


So let’s use Ohm’s Law: | wanted to discharge four AA 
cells that are rated at 700 milli-Amp-hours. | have them 
in a four cell holder (from Radio Shack). The 4 cells are 
connected in series, that is, the positive button of one 
cell is electrically connected to the flat negative end of 
another (see diagram top right). 


One AA cell: | 1.2 Volts 700 
milliAmp-hours 


Four AA cells in series: 


4.8 Volts 
a (ae ae 


700 
A milliAmp-hours 


Four AA cells in series-parallel: 


2.4 Volts 

fe HIE + 1400 

| series parallel mil|iAmp-hours 
- +E + 


When charged, each nicad cell has a voltage of about 
1.4 Volts (NIMHs about 1.5 Volts), but during the 
discharge, the voltage drops to about 1.2 Volts (check 
out the discharge graph pg. 98). When cells are 
connected in series, the voltage across all four cells is 
added. So for my voltage figure for Ohm’s law, | get 4.8 
Volts (4 times 1.2 Volts). 


What about the current? Since the cells are in series, | 
know that the current drawn through each one will be 
the same (Kirchhoff’s law. Note that if the cells were in 
parallel as shown above, the current now has two paths 
to travel and may not be the same through each cell). | 
know the capacity of each cell is 700 mA-h; since the 
cells are in series, the capacity of the whole four cell 
pack is 700 mA-h. | want to discharge the pack in about 
an hour or two (I don’t care if | get the whole capacity or 
not. My concern for these first few cycles is discharging 
the batteries so | can charge them again.) So, if | 
discharge the cells in an hour, | should draw 700 mA 
(700 mA-h/1 h); for two hours | should draw 350 mA 
current (700 mA-h/2 h). 


Now | have a voltage figure and a current figure — time 
to use Ohm’s Law. | divide the voltage by the current to 
get the resistance | should use. If | want to discharge 
the cells in one hour, | should use about a 6.9 Q 
resistor (4.8 V/0.7 A); for a two hour discharge, | should 
use a 13.7 © resistor (4.8 V/0.35 A). We have a 10 Q 
resistor, so | will use that. 


Power Resistors 

Can | use just any kind of resistor? Radio Shack sells 
all kinds.... Let’s look at this discharge scene. | could 
have stuck the cells in my flashlight and just left the light 
on, but a few cycles would have burnt the bulb. If | run 
the same power through a resistor, | get heat instead of 
light. How much heat? | know two equations for power: 
P = El, or P = IR, so | get about 2.3 Watts of heat. | 
need a resistor that can dissipate this much heat. 
Richard recommended that | use a power resistor with 
twice the power rating that | figured | needed. We didn’t 
have any 5 Watt, 10 power resistors, so | used what 
we did have, a 10 Watt, 10 © power resistor. 
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Back to the Basics 


The Test Procedure: the Voltage Divider 


| knew that testing two dozen different AA cells wasn’t 
going to be easy. Here at Home Power Central, we have 
quite a few tools at hand to help. One tool is Remote 
Measurement Systems data logger, the ADC-1 Data 
Acquisition and Control (see HP #34, pg 76). Another tool 
is our Macintosh PowerBook 160 computer. The other 
tools (sigh) are in the toolbox under the electronics work 
bench. 


The Big Picture 

Basically, we'll have an old but reliable Hewlett Packard 
DC current supply charging the cells, eight at a time, and 
the data logger will read the analog current and voltage of 
each cell and feed this as a digital signal to the computer. 
We will charge and discharge the cells at different rates. 
Then we will absorb the many numbers compiled with the 
computer to compare the cells’ performance to their specs. 
Does that Radio Shack high capacity AA cell really hold 
850 milliAmp-hours? Stay tuned! 


Planning the test procedure presented a small challenge to 
my beginner’s mind. One problem: our analog to digital 
data logger cannot read large voltages; its range is + 400 
milliVolts DC. For the current we’ll use a shunt. But 
somehow we have to translate the 1.0 to 1.4 Volts of each 
cell to a quantity that the data logger can accept. Richard 
suggested a voltage divider to perform this task. He and 
the Wizard designed this voltage divider; | just try to 
understand it. So here goes — see schematic above. 


Only one cell is shown for simplicity. The cells will be 
charged in series. Total resistance (Rj + Ro + Rg) = 100 
kQ. Rg = 10 kQ and R; + Ro = 90 kQ. Since we found a 
88.7 kQ resistor (as Rj), we use a 0 to 2 kQ potentiometer 
(as Ro) to achieve 90 kQ. 


Say we charge this cell with 50 mA at 1.5 V. Since the cell 
is in parallel with the resistors, the voltage through each 
branch (cell and resistors) is also 1.5 V. The amount of 
current that flows through each branch depends on the 
resistance of each. The resistance of the data logger is 
very large, 1 MQ; the resistance of the battery is very low. 
Most of the current flows through the battery because the 
cell poses much less resistance than the 100 kQ resistors. 


On with the test 

This initial method of charging with solar over a few 
days and then discharging with a power resistor works 
for a few cycles with my 30 cells. But for the test, | want 
something more efficient and reliable. Sounds like a job 
for a computer! For the gory details, see sidebar. 


Hey, Readers! If any of you have had experience (good 
or bad) with rechargeable batteries or chargers, please 
let me know! In the meantime, I'll be testing away... 


Access 

Therese Peffer finally received her no-code technician 
Amateur radio license, KB7WRP and is testing cells at 
Home Power, POB 520, Ashland, OR 97520 


: datalogger 
i (current) 
2h 


| AA cell R, = 


DC 
—1— current 


= source 


ile 


How much current is flowing through the resistors? The 
total current is equal to the current through the cell plus the 
current through the resistors. Going back to Ohm’s Law, 
the current through the resistors is equal to the Voltage 
drop across the resistors divided by the total resistance: 


; . — _ 1.5 Volts 
: R, 100 kQ 
We get 15 WA current through the resistors — quite a small 
amount. The rest of the current (50 mA — 0.015 mA = 
49.985 mA) charges the cell. The total resistance was 
chosen to maximize the amount of current through the cell. 


= 15 Aor 15x 10° Amps 


What is the voltage drop across each resistor? The total 
voltage across all resistors is 1.5 V as stated above. By 
Kirchhoff's Law, we know that the current travelling through 
all resistors is the same. So we get: 


Ev = 1-5 Volts = i(R;+R,) +iR, 
The voltage through R1 + R2 and R@ is: 
E,,. = i(R; + Re) = (15x 10° Amps)(90 kQ) = 1.35 Volts 
E,, = IR, = (15x 10°Amps)(10 kQ) = 0.15 Volts 


Voila! We have solved our problem with a 9:1 voltage 
divider! The voltage across all three resistors is 1.5 V, but 
the voltage across R3 is 0.15 V — one tenth the voltage. 
This is within the range of our data logger. We can set up 
the data logger to read the voltage across Rg. It is an easy 
matter for the PowerBook computer to multiply by ten to get 
the actual voltage. Wish it were that easy for a human to 
compare all these numbers.... 


Recycling batteries: 

Nicad (incl. rechargeable sintered plate cells), NiFe batteries: 
(you pay $0.24—0.26/ pound) Inmetco, 245 Portersville Road, 
Route 488, Elwood City, PA 16117 * 412-758-5515 


Zinc carbon, silver, nicads, pocket and sintered plate: you pay 
$0.60/pound, 500 pound minimum. Also lead-acid batteries. 
Maybe someday, small non-rechargeables. Kinsbursky Bros., 
1314 North Lemon St., Anaheim, CA 92801 * 714-738-851 


Mercury, silver, and sintered plate nicad cells (alkaline, carbon 
zinc, and zinc air accepted, but currently placed in double- 
lined landfill. Wait on these). Only in bulk shipments (55 
pounds), and only with a contract, and you pay a fee, so get 
your community together! Mercury Refining Company, 1218 


Central Ave., Albany, NY 12205 « 518-459-0820 Pat 
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Progressive Power 
P.O. Box 3122 
Denver, CO 80201-3122 
1-800-873-7147 


SCRATCHED AND DENTED 
PALOMA ON DEMAND GAS WATER HEATERS 


(1 GPM at 70°F rise) $299.00 
(2 GPM at 70°F rise) $525.00 


PH-6 
PH-12 


If you have to light a fire, 
lighta 
VALOR 
Unvented Infrared 
Propane Heaters 99.9% 
efficient! 
$249.00 


OSRAM COMPACT FLUORESCENT 
EL-15 DULUX $15.95 
EL-20 DULUX $16.95 
EL-23 DULUX NEW! $21.95 
EL-15 REFLECTOR $20.95 
GL-15 GLOBE $20.95 


Nickel Metal Hydride Rechargable Batteries 
* NO TOXIC METALS 
* Twice the capacity 


Size AA 
Size C 


* No Memory Effect 
* Twice the lifetime 
$6.95 each 
$14.95 each 


MicroHydro Specialists 
10+ yrs. living with MicroHydro 

Makers of “Lil Otto” Hydroelectric Systems 

“He’s a hard worker who doesn’t drink very much!” 
Lil Otto is a permanent magnet 
hydroelectric generator. He works 
with as little as 1.2 GPM or Heads as 
low as 20 feet. 12 or 24 VDC output, 
up to 5 Amps. Comes complete with 
manual and right nozzle for your site. 
$395. shipped free in Continental 


USA 
CA residents add 7.25% sales tax. 
Dealer inquiries invited. 


Lil Otto Hydroworks! Bob-O Schultze KG6MM 
POB 203, Hornbrook, CA 96044 + 916-475-3401 


Tec — Solar 
Tecnologia Solar 


Installation *« Consultation 
¢ Education « Translation 


Juan Livingstone is returning to his native Chile after 17 
years in the United States to promote renewable 
energy in Latin America. 

Juan’s qualifications include 10 years of solar design, 
installation, troubleshooting, bilingual instruction and 
technical translation. 


If you need help with your 
Latin American project contact: 


Juan Livingstone 
Marcel Duhaut 
2733 #506 Providencia 
Santiago, Chile 
Phone 011-562-274-4639 
Until November: 311 Main St, Carbondale, CO 81623 « 


(303) 963-1810 
Associate of Solar Energy International, Colorado, USA 


Grass Valley Solar & Wind 


/ Serving the 
Upper Peninsula of Michigan 
with the latest in 
Alternative Energy Information, 
Services & Equipment 


Steve Schmeck Sue Robishaw 
Rt. 1 Box 52, Cooks, MI 49817 
(906) 644-2598 


ENERGIA SOLAR 


SISTEMAS FOTOVOLTAICOS 

CALEN TAD ORES Y SECADORES SOLARES 
MICRO-HIDRO ENERGIA 

ENERGIA EOLICA 

EDUCACION Y ASISTENCIA TECHNICA 
ASOCIADO CON 


SO LAR ENERGY INTERNATIONAL 


AVENIDA 9A No. 9-47 


CALI, COLOMBIA Ing. JESUS 


% Alt aks “~~ 
on er Ivas x 


logia pot? 


~ SOLAR ENERGY 


PHOTOVOLTAIC SYSTEMS 

SOLAR HEATING AND DRYING 

MICRO HYDRO ENERGY 

WIND ENERGY 

EDUCATION & TECHNICAL ASSISSTANCE 
ASSO CIATE OF 


SOLAR ENERGY INTERNATIONAL 


TEL: (57 23) 68 80 26 


GOMEZ FAX: (57 23) 47 00 82 
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Happenings 


OAV PES 
INTERNATIONAL Initiative Information Centre—This group 
AUSTRALIA 


Solar ‘93 — The annual meeting of the 
Australian and New Zealand Solar 
Energy Society will be held in 
Fremantle, Western Australia 
December 1-4, 1993. Bridging gaps 
between research, development and 
markets. Although a national 
conference, the society is always 
pleased to welcome overseas visitors, 
both to participate actively and observe. 
The range of subjects covered by the 
annual meetings — this is the 31st — is 
wide indeed. The areas of interest 
range from remote area or village 
power systems to new trends in 
demand management, education and 
training, and low energy architecture. 
Australia and New Zealand are 
fortunate in having not only a 
substantial research base but some 
significant renewable energy industries, 
many based in Perth. Delegates will not 
only be able to meet the researchers 
and company people, but will be able to 
participate in site visits. We are 
delighted to bring you four guest 
speakers of international standing — 
Doug Balcomb, David Bellamy, Amory 
Lovins, and Carl Weinberg. Located 
right on the coast, Fremantle is the 
perfect place to be in December. For 
more information contact: Dr. Bill 
Parker, ANZSES, Box 175, N Perth 
6006, Western Australia 


A Centre for Applications of Solar 
Energy (CASE) in Perth Australia has 
been proposed under the auspices of 
the United Nations Industrial 
Development Organization (UNIDO). 
An invitation to participate has been 
offered for research, manufacturing, 
marketing, financing, aid, government, 
and policy organizations. For more 
information contact UNIDO, 
Technology Promotion Development 
Division, POB 300, A-1400 Vienna 
Austria, FAX Int+43 1 230-7355 or The 
Executive Officer, Perth CASE, POB 
7234 Cloisters Square, Perth, Western 
Australia Fax Int + 619-327-5481 


CANADA 
SW Alberta Renewable Energy 


provides Canadians with information 
and workshops on renewable energy. 
For more information contact Mary 
Ellen Jones, Information Centre 
Manager at POB 2068, Pincher Creek, 
Alberta, Canada TOK 1W0O 


NATIONAL 

Independent Home Tour — National 
Energy Awareness Month will have a 
special attraction this year. On 
Saturday, Oct. 16, 1993 from 10 AM to 
3 PM (local time) more than two 
hundred people across America who 
live in energy independent homes, 
powered by sun, wind, water or grid- 
intertie systems, will open their homes 
to the public so that others interested in 
energy independence may have first- 
hand experience in seeing renewable 
energy in use. The goal of this project is 
to give as many people as possible an 
“up close and personal” look at the 
lifestyle that is possible with today’s 
renewable energy technologies. The 
National Tour of Independent Homes is 
a unique event, designed to satisfy the 
curiosity of anyone who accepts the 
premise of energy independence, but 
who has never experienced it in the 
flesh! Tour logistics are being 
coordinated by Real Goods Trading Co. 
Although Real Goods is physically 
coordinating the Tour, the event is 
being handled as an industry-wide, 
non-commercial effort. People 
interested in visiting an energy 
independent home in their area may 
call 800-762-7325 or write Karen 
Hensley at Real Goods, 966 Mazzoni 
St., Ukiah, CA 95482-3471 


Electric Vehicle Safety Survey: In order 
to establish meaningful standards, the 
Electric Vehicle Industry Assoc. is 
seeking data on the safety of EVs 
already in actual use. Anyone who has 
had any experience with EV accidents 
is invited to share their information. The 
survey takes 10 minutes to complete. 
Final data will be made available for 
publication. To participate, contact 
Shari Prange, Electro Automotive, POB 
1113, Felton, CA 95018-1113 * 408- 
429-1989 


Elfin Permaculture is holding a number 
of workshops ranging from one day to 
three weeks in locations around the 
U.S. and Canada. Contact Cynthia 
Hemenway, 7781 Lenox Ave., 
Jacksonville, FL 32221 


The Conservation and Renewable 
Energy Inquiry and Referral Service 
(CAREIRS) is a national service, 
funded by the U.S. Department of 
Energy, that provides the general public 
and educators with free information on 
renewable energy and energy 
conservation. They also maintain a 
referral network of approximately 500 
organizations that provide more 
technical information. CAREIRS is 
interested in organizations that can 
benefit from being part of their monthly 
mailing list. The mailings are most 
useful to organizations who have direct 
contact with the public. For more 
information contact CAREIRS, POB 
8900, Silver Springs, MD 20907, or call 
800-523-2929 


HOME ENERGY MAGAZINE is offering 
a free Directory of Energy-Related 
Graduate Programs in U.S. 
Universities. Over 60 programs in the 
fields of energy, resources, the 
environment, and development. This 
directory was produced by the Energy 
Foundation, with the cooperation of 
Student Pugwash USA, a national 
educational, non-profit organization. 
The free directory is available via book, 
IBM 3.5" disk, IBM 5.25" disk, 
Macintosh disk, (please specify MS 
Word 5.0, Filemaker Pro (Mac) or 
delimited ASCII). Contact Home Energy 
Magazine, 2124 Kittredge St #95, 
Berkeley, CA 94704 


FREE NATURAL GAS VEHICLE 
MAGAZINE Send SASE to Frank Rowe 
Circulation, NGV Magazine, 1410 Grant 
St Ste A-201, Denver, CO 80203, 303- 
863-0521, FAX 303-863-0918 


EV NETWORK - Ken Koch will search 
his file of 2,000 customers and let you 
know if there’s an EV owner near you. 
Send him an SASE: 12531 Breezy 
Way, Orange, CA 92669 


Papers are currently being accepted for 
Solar ‘94, featuring the American Solar 
Energy Society Annual Conference & 
the National Passive Solar Conference. 
Paper presentations will be made in 
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conference Technical Sessions, June 
27-30, 1994 in San Jose, CA. 
Presentations should be 10 to 15 
minutes with audience interaction. 
Anyone with special knowledge in 
some aspect of the solar energy field is 
encouraged to submit a paper for 
consideration by the technical Program 
review committee. Abstracts are due 
November 15, 1993. Contact American 
Solar Energy Society, 2400 Central Ave 
G-1, Boulder, CO 80301, 303-443- 
3130, Fax 303-443-3212 


ALABAMA 

THE ALABAMA ENERGY EXTENSION 
SERVICE is offering free energy 
consultation and literature on a wide 
variety of energy related topics. 
Contact: Alabama Energy Extension 
Service, The University of Alabama , 
Box 870201, Tuscaloosa, AL 35487 or 
1-800-452-5901 (AL only) or 205-348- 
4523 


ARKANSAS/MISSOURI 

OZARK RENEWABLE ENERGY 
ASSOC. (OREA) is dedicated to 
providing RE enthusiasts regional 
connections and promoting the use of 
alternative energy in the Ozarks. OREA 
is working on a Networking Directory 
which is meant to be a vehicle for 
getting interested folks in touch with 
each other. For more info about OREA 
and a Directory Questionaire send 
SASE to Julie Courtney at RT3 Box 
4305, Reed Spring, MO 65737, 417- 
338-8688 


ARIZONA 

The Common Ground Project of 
Prescott College will hold its Second 
Annual National Conference October 
15-17, 1993. The theme will be 
“Environmental Entrepreneuring: 
People, Jobs and the Environment”. 
The goal of the Common Ground 
Project is to bring the interests of 
business and the environment together. 
For more information contact Sue 
Ellinger or Derk Janssen, 602-776- 
5109 or 776-5123 


CALIFORNIA 

North San Francisco Bay Chapter of 
the Electric Auto Assoc. (EAA) holds 
meetings on the second Saturday of 
each month at the PG&E Business 
Center, 111 Stony Cir, Santa Rosa, CA 
from 9:30 AM-—Noon. For information on 
the EAA and the chapter nearest you, 


send an SASE to 1249 Lane St, 
Belmont, CA 94002, or call 415-591- 
6698 (10 to 5 on weekdays). 


The American Hydrogen Association’s 
Silicon Valley Chapter is now offering 
access to a bulletin board system with 
information on solar cells, hydrolyzers, 
gensets, windmills, hydropower, ocean 
thermal energy, converters (OTRCs), 
bio ponds, thermal cracking and other 
means of converting solar energy in 
Hydrogen. Learn about technologies for 
transporting hydrogen by pipeline, 
storage of hydrogen as a liquid, a gas, 
and a hydride, combustion of hydrogen 
with air and by catalytic burning and 
how hydrogen is electrochemically 
combusted to produce electricity within 
fuel cells. Contact: The American 
Hydrogen Association-Silicon Valley 
Chapter Headquarters, 1401 Pointe 
Claire Ct., Sunnyvale, CA 94087, 
BBS@408-738-4014 Voice@408-235- 
1177 


COLORADO 

The Renewable Energy Education 
Program (REEP) will be held at Solar 
Energy International (SEI). One to two 
week workshops are for owner- 
builders, people seeking careers as 
solar professionals, and people who 
want to do work in developing 
countries. The “hands-on, how-to” 
workshops offered September through 
November include PV, passive solar, 
wind, micro-hydro, solar cooking, food 
drying, and more. For a detailed 
description of REEP, costs and 
scholarship information, write SE], POB 
715, Carbondale, CO 81623-0715 « 
303-963-8855 


Solar Energy International (SEI) is 
presenting an expanded course on 
wind power beginning October 25. The 
two week course consists of one week 
of design and one week of a hands-on 
full scale working installation in the 
Colorado mountains. This exciting 
workshop will be taught by guest 
instructor Mick Sagrillo of Lake 
Michigan Wind & Sun. The cost of the 
workshop is $400 per week. 
Scholarships and work/study programs 
are available on a limited basis. For 
more information, write SEI, POB 715, 
Carbondale, CO 81623-0715 * 303- 
963-8855 


SEI will hold a workshop for Decision 


Makers in Non-Governmental 
Organizations, United Nations 
Agencies and Funding Organizations 
involved in international development. 
A two day workshop on “Renewable 
Energy for Sustainable Development” is 
being offered in New Jersey on Sept. 
30th and Oct. 1st, and again in 
Washington, DC on Oct. 4th and 5th. 
The workshop will provide participants 
with the how-to experience in solar, 
wind and micro-hydro power. Decision 
makers will be able to choose 
renewable energy technologies with 
confidence for their develooment 
programs. For a workshop agenda and 
more information please call SEls New 
Jersey office at 908-876-4677 


CONNECTICUT 

On April 10-12, 1994, a broad coalition 
of industry, environmental and trade 
organizations will convene RENEW’94, 
a watershed conference focused on 
bringing the production and use of 
renewable energy into the mainstream 
for the northeastern USA and 
accelerating the development of the 
renewable energy industry within this 
region. The Northeast Sustainable 
Energy Association, organizer of 
RENEW’94 invites exhibitors of 
products and services to participate. 
For more information contact, NESEA, 
23 Ames St, Greenfield, MA 01301, 
413-774-6051, Fax 413-774-6053 


MAINE 

Hands-On Workshops will include: 
solar air heating, solar water heating, 
solar cookers and ovens, solar electric 
home, passive architecture, 
greenhouses and sun spaces, and the 
immensely popular photovoltaics 
workshop. The fee for each of these 
workshops is $25.00, which includes 
lunch. For information on sites and 
dates contact Richard Komp, Maine 
Solar Energy Assoc., RFD Box 751, 
Addison, ME 04606 « 207-497-2204 


MICHIGAN 

Northwoods Energy Alternatives is 
offering workshops. Currently the last 
scheduled workshop of 1993 is Stand 
Alone Hybrid Systems - October 16th, 
9AM-5PM. People are encouraged to 
suggest additional topics of interest. 
Workshop fees are based on a sliding 
scale of $20-$50...you determine what 
you can pay. Off grid home tours are 
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regularly offered. For more info contact 
Maggie or John, Northwoods Energy 
Alternatives, POB 288, Lake Leelanu, 
MI 49653, or call 616-256-9262 or 616- 
256-8868 


NEVADA 

Solar Electric Classes in Nevada taught 
at remote solar home site. Maximum of 
four students for more personal 
attention. Two day classes on 
weekdays & weekends upon request, 
minimum of 2 students. Class will be 
full of Technical info, product 
evaluation, sizing systems etc. 
Students will build a solar system $75 
per person. Call 702-645-6571 or write 
Solar Advantage, 4410 N. Rancho Dr 
#148, Las Vegas, NV 89130 


NEW YORK 

On October 15-16, 1993 The New York 
Solar Coalition will be sponsoring its 
second annual energy conference with 
special attention given to renewables 
and the environment, energy and 
architecture, state of the art technology, 
financial and marketing strategies, & 
energy and transportation. For further 
information call Jim Hurt at 212-861- 
0100, fax 212-861-0101 


OREGON 

The Appropriate Technology Group is a 
grassroots and hands-on group formed 
to explore how to educate, demonstrate 
projects, provide a community resource 
for designers and builders, do 
experimental projects involving energy, 
transportation, sewage, hazardous and 
solid waste , etc., etc. The group meets 
once a month in Portland, Oregon. For 
more information call 503-232-9329 
(evenings). 


Oregon SunWorks “93 Sustainable 
Homes: Sustainable Community; A 
three day conference October 15-17, 
1993 merging the best ideas of the 70’s 
with state-of-the-art-technology of the 
90’s; energy professionals, exhibitors, 
electric car rally, solar chile cook-off, 
speakers, workshops, solar home tours 
and a kids camp.The event will be held 
at the Two World Trade Center, 
Portland Oregon. Presented by the 
Solar Energy Association of Oregon. 
For more information call 503-224-7867 


TEXAS 
Texas Renewable ‘93 will be held 
November 5-7 1993 in Austin, Texas. 


This is the combined annual meetings 
of the Texas Solar Energy Society and 
the Texas Renewable Energy 
Industries Association. Workshops, 
tours of Austin solar sites, state agency 
renewable energy activity/policy 
updates, project reports from utilities, 
community and non-profit groups, and 
private industry, business development 
sessions and speakers. For more 
information contact, Russell E Smith, 
512-345-5446 


WASHINGTON 
Building with Value ‘93: A Resource- 
Efficient Construction Conference and 


Happenings 


Trade Show will be held on November 
12-13, 1993 at the Washington State 
Convention and Trade Center. For the 
“greater” building industry. Practical 
workshops, expert talks, roundtables, 
and a “green” product exhibit will show 
how you can build structures that save 
energy, protect the environment, and 
vitalize the economy. For more 
information contact Kathleen O’Brien, 
POB 10705, Bainbridge Island, WA 
98110, 206-842-8995 or the 
Sustainable Building Collaborative, 815 
SE Clatsop, Portland, OR 503-234- 


6931. 
{3} 


Now Available from Home Power 
Back Issues of Alternative Transportation News 
People « Technology « Sources « Interviews 


Choose from these four issues: 


June/August 91 
September/October 91 
November/December 91 
August 92 


$3.50 each 


all four for $3.00 each 
International orders please add $1.00 per issue 


Available from Home Power, POB 275, Ashland, OR 97520. 


Please make check payable to Home Power. For Visa or Mastercard orders please call 916-475-0830 


ELECTRO AUTOMOTIVE 
camera ready 
4.5 inches wide 
by 3.25 inches high 
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Support HP Advertisers! 


Don’t let your sub take a vacation without you... 


a = 


Check your mailing label! 
We don’t send out renewal notices, we put the last issue of your subscription right on your 
mailing label. So don’t miss an issue of your subscription! 


The Energy Cycle™ 
Kids call it fun...wecall it learning. 


The Energy Cyde™ is a bicycle powered generator that 
teaches concepts such as energy efficiency, energy 
storage, utility load issues, and much more! 


For step-by-step instructions on building The Energy 
Cyde™, as well as educational activities, a color poster, 


and a video, send $35 (NC residents add 6%) to: 


Publications Department 

North Carolina Alternative Energy Corporation 
P.O. Box 12699, Research Triangle Park, NC 27709 
919-361-8000 


Get out of the kitchen and 
into the sun! 


Heaven’s Flame 


a Guidebook to Solar Cookers by 
Joseph Radabaugh 


Joseph Radabaugh’s book of 96 

pages with 11 photographs and 50 illustrations, 
provides plans to build an inexpensive, efficient 
solar oven from foil, glass, and cardboard boxes. 
Full color cover and durable binding. For under $15 
(including the cost of the book) you can be cooking 
with the sun. Cook delicious food, save money on 
cooking fuels, and have more time to do the things 
you want to do. 


Available for $10 postpaid inside USA (Mexico - Canada 
add $1, elsewhere outside USA add $2 S & H). 
Please allow four weeks for delivery 
Make check or money order payable to: 


Home Power Inc. 
POB 520, Ashland, OR 97520 * 916-475-3179 
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Kathleen Jarschke-Schultze 


Have you ever wanted to vacation in some remote 
beautiful place but couldn’t afford the prices of lodging 
and restaurant meals every night? What about leaving 
your own house and RE system unattended? Maybe 
there is an answer. 


Trading Places 

One of the morning news shows had a segment about 
people who trade houses for a week or two to have the 
comforts of home when they travel. There is a quarterly 
publication where you pay $35 to be listed with a 
picture of your home and your access information. 
When you contact someone or they contact you the 
trade is all worked out between yourselves. There is no 
middleman or agent. 


The people interviewed had traded homes all over the 
U.S. and one couple even traded with some students 
who had an apartment in Paris. This sent our 
imaginations soaring. Bob-O and | love to travel, but 
who can afford it? Most of the money spent on a 
vacation is on lodging and food. We could trade with 
someone in Seattle and visit the museums, we could 
trade with someone in Colorado and climb mountains, 
or... Our speculation was endless. 


Of course reality set in. How could we leave our house 
and system in the hands of someone uninitiated to RE 
living? Have you ever noticed how when you visit 
someone who lives on the grid, or they visit you, you 
seem to spend a lot of time walking around turning off 
lights and TVs in rooms people have left? The thought 
was sobering. 


Bright Idea 

The compact fluorescent bulb came on over our heads! 
Why not trade with other RE home owners? Most 
people who live on RE are beyond the power lines; 
usually in some beautiful, remote place. RE users are 
spread across the planet. Wow, what a concept! The 
outback of Australia, the beaches of the Carribean, 
skiing in Vermont, solar cooking in Baja California. Our 
enthusiasm was off and running again. 


Now, what have we got to offer on our side of the 
trade? Well, we live one hour away from a ski resort in 
one direction and one and a half hours from another to 


Home & Heart 


the south. We are forty-five minutes from the world 
famous Ashland Shakespeare Festival. It takes about 
ten minutes to drive to a lake where you can fish, water 
ski or windsurf. There is excellent birdwatching in our 
area. If you think about it there are always some really 
nice features to your area. That’s why you live there. 


Rookie RE 

We expanded on this line of thinking. Sure remote 
homes have their unique attractions, but what if you 
had cabin fever and wanted to go to a city and go toa 
different movie every night. 


On the flip side what if you lived in the city and dreamed 
of an RE home in the boonies? Wouldn’t you like to try 
the lifestyle on for size and see if it fit your ideal? 
Wonder what it is like to live with wind power, or hydro, 
or solar or a combination of all three? This could be 
your chance. What are the attractions of where you 
live? 


Teachtext 

You would need to make a folder or, better yet, a folder 
and a video of your particular system. Since each RE 
system is as unique as its owners this would be de 
rigueur for a trade situation. You would need lists of all 
the equipment, troubleshooting, idiosyncrasies — the 
whole shot. Then, depending on the time of year, there 
are the other duties that come with country living. How 
to care for animals, wood stoves, gardens, waterlines, 
etc. It’s all part of the big picture. 


Mi Casa, Tu Casa 

It could all work. People all over the world are doing it 
now. We are just suggesting a twist on an already 
established form. Why shouldn't we also benefit from 
our dreams and ideals? | have spoken to a few people 
about this idea, testing the hydro so to speak. People, 
on and off grid, have responded enthusiastically to the 
idea. | would really like to hear from people interested in 
this medium of exchange. Possibly to start a newsletter 
with listings and guidelines for trading homes for 
vacations. 


Fire Safe 

On a different front | was talking to Michael Blend, a 
remote RE home owner, the other day. We were 
discussing the difficulty in getting fire insurance for your 
home when you are miles from official fire protection. 
This can be a very hard thing to find. No insurance 
company wants to take the risk and unfortunately, they 
don’t have to. 


At one time Bob-O and | considered organizing a 
neighborhood volunteer Fire and Rescue squad thereby 
having official fire protection much closer. We figured 
this would help us and our neighbors get insurance or 
maybe lower the rates for those lucky enough to be 
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Home & Heart 


covered already. The squad was never formed as all 
our neighbors have insurance and thousands of gallons 


of water storage already. This would be everyone’s k [ 
individual fire protection, if needed. Renewable Energy OL Ss e 


After | had told Michael of my experiences with fire 


insurance he said he would look further into the options. R.E. Solutions for Western New York 
He called back a few days later and left a message that Design, Installation and Service 

he had obtained fire insurance from Cal Farm through for Stand-alone & Grid Interactive 

the Farm Bureau. They are set up to work with people 

in rural areas. Check your phone book for local access. WIND, PV, HYDRO & HYBRID SYSTEMS 
Access (716) 334-2347 


Author: Kathleen Jarschke-Schultze, c/o Home Power 


i i Dri West H ietta, NY 14 
Magazine, POB 520, Ashland, OR 97520 BillLaBine 536 Countess Drive est Henrietta 586 


SANDERSON’S REBUILT VAC UUMS 
Specializing in 3 & 4 AMP Kirbys 
Lower amperage Kirby’sare the ultimate in 
chore relief - 
kind to your batteries and back alike. 

3 AMP - $175 
4 AMP - $150 

For More Information Call (408) 628-3362 
Bath & Bodycare products made in an F 
alternative energy environment, send to: | | Or White: 


SIMMONS HANDCRAFTS ee 
42295-AE Hwy 36, Bridgeville, CA 95526 | 20295 Panoche Rd., Paicines, CA 95043 


What Are You Missing? 


Need some issues of Home Power? 

If you don’t know what you're missing, check out the index in 
HP#36. Issue 36 contains an index of articles in issues #1—#36. 
You can buy them individually: 


$3.00 each for #11 through #14, #16 through #20 
$4.50 each for #21 through #37 


Or 
Deal #1: buy all 26 available issues for $78 
Deal #2: buy 6 or more issues (of #21 through #37) for $3.50 each (sent bound printed matter). 
for U.S. ZIP codes only, see page 81 for international back issues. 


(Sorry, we're out of issues 1 through 10, and #15. We are planning to compile them into a book. Until then, borrow 

from a friend. If you have a computer (or a friend with one) download the article you're missing by calling the Home 

Power bulletin board at 707-822-8640. Or check with your local library; through interlibrary loan, you can get these 
back issues. Jackson County Library in Oregon has all issues as does the Alfred Mann Library at Cornell Univ.) 


Home Power, POB 520, Ashland, OR 97520 « 916-475-0830 


1 0 8 Home Power #37 « October/November 1993 


Good 
Books 


Naturally 


written by Virginia Heather Gurley 
reviewed by Kathleen Jarschke-Schultze 
ne of the first things a new solar 
cook asks me is, “Are there any 
solar cookbooks?” Here is a new 
addition to the too few books available. 
Ms. Gurley hits on all aspects of solar 
cooking. 


The book itself is a well constructed 94 pages. Along 
with the usual chapter headings Ms. Gurley also takes 
on “Advantages of Solar Cooking”, “Solar Cookers: a 
Global Solution”, “Cooking Tips”, and “Starter Recipes”. 


Ms. Gurley has been cooking for her family and friends 
for the past 15 years. She is also an elementary 
Montessori teacher and uses solar cookers to provide 
hot lunches for her students. She has chosen the Kerr- 
Cole Eco-Cooker II as the cooker to test and time all 
the recipes in the book. Of course, she explains, any 
solar cooker may be used, and even your conventional 
oven set at 325°F, to cook any of these meals. 


Everything | cooked from the book came out well and 
was complemented on by the test eaters. | especially 
liked the variety of recipes. From baby teething sticks 
and Tofu cheesecake to stuffed duck the dishes are all 
intriguing. All the recipes are made with natural whole 
foods. Ms. Gurley has presented a good selection that 
was enjoyable to choose from. With the “Starter 
Recipes” she guides the new solar cook gently into the 
advanced until they are hooked. She has a whole 
chapter on pie crusts, something that can be scary for 
the rookie solar cook. 


| found her glossary of ingredients useful. It helps to 
know the language of the art you are practicing. Her 
two Appendixes, “Organizations Promoting Solar 


Good Books 


Cooking” and “Solar Cooker Resources” are inspiring 
reading and cover the world in their scope. 


This is a great little cookbook, whether you are just 
starting to cook with the sun or if you are an old hand at 
sol food. | really like it. 


Access 

You can get your own copy of Solar Cooking Naturally 
from SunLightWorks, PO Box 3386, Sedona, AZ 86340 
* 602-282-1344. The price is $10. 


Reviewed by Kathleen Jarschke-Schultze, c/o Home 
Power, POB 520, Ashland, OR 97520 + 916-475-0830 
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Bringing Alternative Energy to the Ozarks 
Solar Wind Hydro 


* SYSTEM SIZING & DESIGN 

* CONSULTATION 

* EQUIPMENT & INSTALLATION 
* SERVICE & UPGRADES 


417-338-8688 
Rt.2 Box 4305 * Reeds Spring, MO 65737 


Go Solar Enterprises 


Micro-Hydroelectric * Photovoltaic 


Wind Power 
Site Analysis Hardware Sales 
System Sizing And Design Installation 
Consultation Education 


SERVING THE CENTRAL BLUE RIDGE MOUNTAINS 


NC Electrical Lic. #18133 
Joe M. Flake 

P. O. Box 422 
Richfield, NC 
28137 
704-463-1405 
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the Wizard speaks... 


the CAisard 
speaks... 


Resources or: 
More for Less 


s the population rises and the environmental 
Auer become more acute, the way in which 
we use our resources becomes more important. 
There are four areas of consideration related to this 


situation. These are efficiency, conservation, renewable 
resources, and recycling. 


f aed \ 
| 
- 7 
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Efficiency 

Efficiency is an easy concept. It is the ratio of the output 
to input. If we use resources more efficiently, we can 
get more output for the same input. If we are very 
efficient, we can get more output for less input. 


Conservation 

Conservation goes hand in hand with efficiency. It 
basically relates to not wasting resources. If resources 
are not wasted than we have more while using less. If 
you don’t need it, don’t use it, and then it will be 
available for another purpose. 


Renewable Resources 

Renewable resources are those which can be used 
without reducing their future availability. Renewable 
resources can be used continually as long as the 
replacement level is not exceeded. This replacement 
level is different for different resources. By using 
renewable resources wisely, we can produce more with 
less impact on the environment. 


Recycling 

Recycling is the most important element of this scheme. 
Nature recycles all its resources. We should do the 
same. If we are able to approach 100% recycling, the 
impact we make on the environment would be reduced 
considerably. This would mean changing the economic 
paradigm to include a recycling feedback loop. This 
feedback loop would process al// waste products for 
reuse. In this way we could produce much more while 
still having less of an impact on the environment. 


Finally a necessary adjunct to the above program is 
world-wide birth control. If the human population of the 
planet is not limited, all efforts could fail. To preserve 
the biosphere, population control will sooner or later 
become a necessity. 


Writing for Home Power Magazine 


Want to share your story? Home Power specializes in hands- 
on, practical information about small scale renewable energy 
production and use. We try to present technical material in an 
easy to understand and easy to use format. 


Informational Content 

Please include all the details! Be specific! Write from your 
direct experience — Home Power is hands-on! We like 
articles to be detailed enough so that a reader can actually 
apply the information. Please include full access data for 
equipment mentioned in your article. 


Article Style and Length 

Home Power articles can be between 500 and 6,000 words. 
Length depends what you have to say. Say it in as few words 
as possible. We prefer simple declarative sentences that are 
short and to the point. Use sub-headings generously to 
organize your information. We highly recommend writing from 
within an outline. Check out articles printed in Home Power. 
Editing 

We reserve the right to edit all articles for accuracy, length, 
and basic English. We will do the minimum editing possible. 
We get over two times more articles submitted than we can 
print. The most useful, specific and organized get printed first. 


Photographs 

The photos you see in Home Power are done digitally. We 
use a 35 mm slide scanner and a 8.5 inch by 14 inch flatbed 
scanner. We can work best from a color slide (color positive 
transparency). We can also work with virtually all 35 mm film 
formats (color and B/W negatives) and color or B/W prints. 


Line Art 
We can redraw your rough sketches via computer. We can 
generate tables, and graphs from your rough data. 


Article Form 

We would love your article on a 3.5 inch computer diskette. Or 
put it on the Home Power bulletin board (707-822-8640), 
addressed as e-mail to Richard Perez. We can, and often do, 
work from typewritten doubled spaced manuscripts. If you 
don't have access to either a computer or typewriter or other 
fancy hardware, then please print in ink. The quality of your 
info and experience counts, not the cost of your equipment. 


We use Macintosh computers. We can also read TEXT files 
on 3.5 inch IBM disks. Format all Mac or IBM word processor 
files as ASCII “TEXT”. Format all computer graphics in EPS 
format. Use the Helvetica 10 point font for all text embedded 
within graphics. If you want more specific info on computer 
submissions, then call Richard at 916-475-3179. 


Want your material returned? 

Please include a stamped, self-addressed, return envelope 
that is big enough for your stuff. Otherwise your material will 
not be returned. 

Copyrighting 

If you request it, we will copyright your work in your name. 
Otherwise we will copyright the information in Home Power’s 
name. The copyright on your material is yours for the asking. 


Got any questions? 
Give us a call. This saves everyone’s time. 


Access 
Home Power Magazine, POB 520, Ashland, OR 97520 * y+ 
916-475-3179 phone and FAX Kel 
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Too Shy 

Letter to Home Power Readers: For all of you Home 
Power readers that were not fortunate enough to 
partake in the “lrish weather” at the Energy Fair this 
June, we have some news to relay to you. (Richard & 
Karen were too shy to mention much of this in the 
article on the Energy Fair). 


On Friday, June 18, at our annual awards ceremony, 
Richard and Karen Perez and Home Power Magazine 
received the “Renewable Energy Promotion Excellence 
Award.” This award was presented in recognition of 
their leadership in the promotion and support of 
renewable energy. 


Home Power was instrumental in the birth and 
development of the Midwest Renewable Energy Fair. 
They have enthusiastically supported us throughout our 
four year history and for that we are forever grateful. 
We look forward each year to working with the Home 
Power crew and seeing their smiling faces at the Fair 
(in any type of weather!). 


If anyone in the renewable field is more deserving of 
this award, we have yet to find them. Thank you Karen 
and Richard and the Home Power crew for all of your 
enlightening work. 


Submitted by Julie Weier, Executive Director, MREA on 
behalf of the Board of Director’s, MREA, 116 Cross St., 
Amherst, WI 54406 ° 715-824-5166 


Aw shucks. Mick Sagrillo made us print this — thank 
you, Julie. — Therese 


Access Correction 

In the Wizard Speaks column of HP#36, you printed 
some incorrect information. The Nate BBS phone 
number is not in service. 


There is a Space Sciences BBS at 805-294-0154. It 
carries a zipped text file called FREENRG3.ZIP. This 
BBS is free to all users, and | downloaded this file, and 
others, without any problem. FREENRG3 contains text 
and pictures about powering a load with a battery, 
without discharging the battery. This is mostly theory, 
and | don’t think the average person could build such a 
device based on this paper. | guess it’s fun reading 
though. 


Letters to Home Power 


| think either you, or the Wizard, should check your 
facts before publishing incorrect information. 


| am looking forward to GoPower!, and enjoy articles 
about electric cars, etc. All the major articles were 
interesting and well written, I’d say it was your best 
issue to date. 


Gary Gallup (address withheld by request) 


Just Plain Folk 

As your readers understand, Home Power is the non- 
industry source for us “plain folk”. Democracy in a free- 
market requires educated consumers. Your hardware 
evaluations (i.e., HP#36’s comparison of inverters) are 
found virtually nowhere else. They keep the industry 
accountable to its users and for this alone HP is 
invaluable. 


Environmental concerns such as questions of paper 
and ink are particularly of interest to the HP readership. 
I’ve rejected other periodicals because their ecological 
cost/value didn’t justify my subscription. Those are in 
the library. 


However, Karen’s explanation of the new format is quite 
adequate. The quality of the printed graphics in issue 
#14 required imagination to fill the voids left by their 
fuzziness. In issue #36 you can read medium-sized 
print on the equipment labels. Scanned images, the 
Wind Baron ad pg 73 or truck photo pg 91, are still 
vague though no crucial info is lost. If the more 
professional look brings you advertising, a more 
assured existence, and a widening of the circle of 
renewable users...then it’s a good trade...not selling 
out. | trust you'll continue to make further eco-ethical 
choices as they become available. At 112 pages 
instead of 55, HP is more than twice the value. Please 
sign me up for another two years. 


Bill Dorsett, 1715 Leavenworth, Manhattan, KS 66502 


Hey Bill, thanks for the flowers and the assurances. 
The production crew (which is a fancy name for Karen, 
Therese and !) got tired of bargain basement printers 
turning our hard work into mud. We are very pleased 
and excited to increase the “baud rate” of Home Power. 
Our new printer (St. Croix Press) is as concerned about 
communications as we are. Check out the color photos 
in this issue. All (including the cover and page 49) are 
scanned and processed here at Home Power using 
only solar and wind sourced energy. Just another 
example of home business, advanced technology, and 
solar power making the impossible possible. 


As far as keeping the industry honest, we do our level 

best. Fortunately, the weasel to angel ratio is very low 
in the off-grid RE industry because until recently there 

was no big money to be made. As more folks claim 
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their share of the sun this will change. We will continue 
to do our best as consumer watchdogs. — Richard 
Perez 


Mexican Wonder Batteries 

This is in response to John Rogers’ article “Solar 
Pioneers in Central America” in HP#34. For years | 
heard rumors from customers and travelers regarding 
Mexican automotive batteries and their tolerance for 
deep cycling. | mean people running them down 
repeatedly until the lights were dim (over discharging) 
and batteries still lasting a few years. Car batteries as 
we know them in the U.S. will never tolerate more than 
20 deep cycles, if that. | didn’t believe these stories, 
until the fact was confirmed to me by a competent PV 
dealer in Mexico, whose customers use car batteries. 
Here’s my theory: Car batteries made in the U.S. are 
built to perform in sub-zero temperatures. The plates 
are many (and thus thin) to gain large surface area. 
This increases their cranking amp capacity, enough to 
compensate for sluggish chemistry and hard-to-crank 
engines in winter. Mexican batteries are not made for a 
cold weather market. It is simpler to manufacture them 
reliably with the “old fashioned” thick plate design. Plate 
thickness is the most significant difference between 
deep cycle and engine-starting batteries. 


It takes advanced technology to make a thin-plate 
battery that will hold up on rough roads. | suspect that a 
country that only recently began to make its own 
batteries may use newer imported technology to make 
thin-plate batteries; they are smaller and cheaper per 
cranking-amp. The Mexicans have been making 
batteries for decades. Their homegrown industry uses 
lower-tech methods, necessitating the production of 
thicker plates which, incidentally, tolerate deep cycling. 


We need to know how to identify old-fashioned “de- 
facto” deep cycle batteries. The least we can do is look 
down the filler holes and compare plate thickness 
visually. ls anyone out there familiar with battery 
manufacturing on the international scene? 


Windy Dankoff, PVSS, POB 548, Santa Cruz, NM 
87567 * 505-351-2100 


Hello, Windy, and thanks for the info. Plate thickness 
and plate density are, indeed, critical factors affecting a 
lead-acid cell’s lifetime under deep cycle service. 
Interestingly enough, Karen and | visited a MAC SA 
battery plant in Colombia, South America and saw car 
batteries being made with the same thick, high-density 
plates. Maybe in some case these folks are making 
better deep cycle batteries cheaper than us gringos. 


Home Power has many international readers. How 
about some reports about batteries that are not made 
in the USA? — Richard Perez 


Wanna Work! 

It was good to see you and your team at the Midwest 
Renewable Energy Fair again this summer. Many 
thanks to Richard for another breathtakingly incisive 
and understandable work — this time on inverters! 
Good to see you all get an award, too, although | 
suspect many in the audience are not really aware of 
the extent of your commitment and contributions over 
the years. 


| talked to Therese Peffer at your booth briefly (she 
noted my Berkeley sweat shirt) about some kind of 
space in Home Power to help graduating students and 
perhaps others make connections with job opportunities 
in home power businesses. She asked that | put this 
thought in a letter. | have had several students in the 
last five years that have formed a real dedication to the 
home power effort. One graduated this past year, 
another ran a small business of his own on the side for 
a few years while a student. In these and other cases, | 
have offered the advertising in Home Poweras a 
source of contacts for possible jobs. 


A better mechanism for connecting dedicated young 
souls with jobs prospects would, however, be awfully 
nice. Would it be possible to start a section, perhaps 
back with the letters from readers, where people 
wanting to work in home power could identify 
themselves and give a very short summary of their 
skills/interests? Would it even be possible to offer 
prospective employers a little space to describe job 
openings? If this could be done at low or no cost to 
students at least, it seems like it might help a great deal 
in bringing dedicated workers together with worthwhile 
work! (I would suspect that a fair number of students 
would even be interested in subsistence or no-pay 
summer or year-long internships, with home power 
businesses where they would be in a position to learn 
something and get a start.) 


You all are clearly in closer touch with the need (or lack 
of need) for such a service than | am. If such a thing is 
possible, though, | know there are folks here who would 
much appreciated it. 


Thanks, and keep up the good work. | suspect that 
you’re developing a far larger cheering section than you 
ever really could have imagined! 


Cordially, Jesse S. Tatum, Assistant Professor, Science 
Technology & Society, Michigan Technology University, 
1400 Townsend Dr, Houghton, MI 49931 


Thanks, Jesse, that’s a great idea. Okay, readers, help 
us out here. Does anyone know of a renewable energy 
job board in existence (sounds like a great application 
for a computer bulletin board system)? If we’re not 
repeating someone else’s work and if there is enough 
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interest, we'll find some space for renewable energy 
related jobs wanted and needed. (We reserve the right 
to edit though). Go Bears! — Therese 


| think that a networking service connecting folks who 
want to work in the renewable energy industry with 
companies needing people is a great idea. Here at 
Home Power we get maybe four job applications a 
month, and we just publish info about really doing it. | 
am willing to dedicate a regular space inHome Power's 
printed pages to networking for companies and people 
looking for work in the RE field. Let’s get going. 
Companies wanting employees send us your 
requirements! Individuals seeking work and hopefully 
careers in renewable energy, send us your 
qualifications! We'll do our best to help make 
connections. — Richard Perez 


Low Head Hydro 

| read in a recent issue of Home Power about someone 
interested in generating electricity from a river with little 
head. The letter asked if it was possible to submerge a 
propeller/generator as might have been used on 
sailboats to recharge batteries. 


While visiting Miami, Florida this week | stopped by 
Crook and Crook Marine Supply, near Shell Lumber, 
and asked about such a device. Crook and Crook sells 
photovoltaic panels to recharge batteries on sailboats, 
but the store manager had never heard of the propeller- 
driven generator you mentioned and Crook and Crook 
does not carry it. The manager did, however, direct me 
to talk to one of the Crook and Crook employees that 
owns a Sailboat and has a lot of sailing experience. This 
employee had heard of the device and said they are no 
longer used much on sailboats since windmills are now 
used. He said the propeller-driven generator is still 
available, from other stores (not Crook and Crook), and 
he estimated it would cost about $500. Most 
importantly, he said those devices require that water 
pass the device at a speed of at least five mph. That’s a 
very swift current, and most low-head rivers probably 
flow much slower than five mph. 


Sailboats now use windmills to recharge batteries. 
There are two brands of windmills used on Florida 
sailboats — one kind uses internal brakes to protect the 
windmill from high winds, and is not very reliable. The 
other brand uses external brakes and is much better 
and totally reliable. “Don’t let the home-made look of 
the windmill with the external brake fool you — it’s 
much better,” says the experienced sailor at Crook and 
Crook. 


Every sailboat I’ve seen in recent years has a windmill. 
Go to any anchorage, such as the bay northwest of the 
golf course in Marathon, Florida, and you'll see dozens 
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of sailboats anchored with their small windmills 
spinning. Carlos Portela, POB 1373, Poway, CA 92074 


Puddy Power 

What an excellent mag. Can't wait to get my first people 
friendly issue. | always thought this area of AE was for 
physicists, scientists and other brains like my husband. 
But you guys explain things beautifully, give me ideas 
and make things fun. One thing I’ve come up with on 
my own is KTU — (Kitty Thermal Units). | have about 
ten on the bed every nite. An electric blanket uses 177 
watts. My ten cats use one can of food per day plus dry 
food. Probably not a great savings, but when one starts 
purring they all start and it’s like having the “magic 
fingers” machine in bed. They are really warmer than 
the electric blanket but it’s very welcome up here at 
4000 feet in Klamath Falls, Oregon. One other 
advantage is that you don’t have to plug it in and 
wherever you sit for a while they seem to gather. Why, 
yesterday | only had three KTUs on the easy chair and 
was quite comfortable. Joking aside, thanks for a great 
mag. 


Sincerely, Nancy Shinn, RR 1 Box 344W, Bonanza, OR 
97623 


Hello, Nancy, it is wonderful to meet another friend of 
felines. There are some nights when Karen and | have 
had trouble turning over in bed because of the weight 
of a dozen of more KTUs. Our furry friends surely 
radiate much more warmth to this home than they 
adsorb. Renewable energies come in many forms.... — 
Richard Perez 


Home Business 

Enjoyed your article on home business and thought 
we'd add our two cents’ worth. Very down-to-earth, 
common-sense advice, especially the part about just 
starting whatever you’re going to be doing right in your 
own home. We did that ten years ago when we began 
our publishing business, and it took up a corner of the 
bedroom. Now it takes up more than half the house, 
and we’ve added on considerably during that time! 


Running your own business allows so much more 
flexibility and diversity in your day, especially a mail- 
order based business such as ours. If none of us feels 
like working on a given day we simply pack a picnic and 
go fishing. Sounds great, huh? But the hard reality is 
that we’re more likely to be at our computers into the 
wee hours of the morning, trying to get an article edited 
“just right” for the next issue. It’s a plain fact of life that 
after working frantically all afternoon filling orders we’re 
usually rushing off to the post office ten minutes before 
they close for the day. Our kids know that when we’re 
on deadline they fix the meals, or nobody eats. They 
sigh in resignation when the phone rings — we’ve been 
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known to spend five hours on the phone with business 
associates across the country. But we can also leave 
home for two or three weeks at a time to travel around, 
and we often do. 


When people ask us about home business we advise 
them to find something they believe wholeheartedly in 
and want to promote and support. For us that has been 
home schooling, and it quite literally consumes our 
lives. But we absolutely love the interaction with these 
devoted, loving, resourceful, committed, caring people 
who chose home education for their children, and that 
interaction sustained us through several lean years 
getting established. We knew that our most valuable 
asset — our reputation for reliable information and 
caring service — would one day support our family, and 
so it does. 


We looked forward to your article on putting together a 
business plan. We’ve never had one, we just kinda 
“flew by the seat of our pants,” so to speak. Lotsa good 
ideas that worked, lotsa bad ones that didn’t pan out. 
So it goes in life, eh? 


Mark and Helen Hegener, Home Education Press, POB 
1083, Tonasket, WA 98855 * 509-486-1351 


| salute you, Mark and Helen. | can add nothing to your 
perfect summation of survival with a home business.— 
Richard Perez 


Microwave 

| work every day on rural electric, water, and heating, 
either building new systems or making service calls. | 
have a long list of things that don’t work. Your 
magazine works! 


Having been a printer | enjoyed the articles on your 
printing changes and the improvement is great. | think 
good products can only result from informed decisions 
and your publication has brought AE products into the 
daylight. 


In reference to two articles in issue #35, as far as | 
know all radiation including light and radio follows the 
Inverse Square Law: intensity diminishes in direct 
proportion to the square of the distance. The intensity at 
2 inches (from the source) will be half as much as at 1.4 
inches and twice as much as at 2.8 inches and four 
times as much as 4 inches away. Sound familiar? Get 
your favorite adjustable camera and look at the f stops: 
f11 is twice as much light as f16 but half that of f8. The 
unit of measurement is not important whether inches, 
feet, or meters but it must be from the source which is 
not necessarily the door of the microwave. The f stop 
scale should give you a good idea of how fast energy 
diminishes when close to the source and how much 
staying power it has over distances. 


| am looking for a Line Loss program to run on my PC. 
Something that would cover a wide range of ac/DC 
applications and wire sizes to 1000 MCM. If someone 
could point me in the right direction | have an older XT 
with 5.25 HD floppy input to hard disk. 


Also what measurable effect does a twisted pair have 
on DC power transmission? 


Thanks Again, Mike Doig, POB 597, Big Sur, CA 93920 


Hello, Mike. All radiated energy does in fact obey the 
inverse square law. Sorry | can’t help you with that 
particular disk format, but I’m sure some reader can.... 
When you speak of effects on a twisted DC power 
transmission cable, there are in fact several. First is 
that any low frequency (below 7 kHz) ac magnetic fields 
are reduced by a factor of about twenty. This is true of 
all conductors regardless of whether they are carrying 
DC or ac current. Many people think that just because 
a power cable is connected to a battery it carries a 
constant DC current and therefore has no alternating 
current magnetic fields. This is not true for DC cables 
feeding any inverter or any electric motor — both big 
current consumers. In these cases, the amount of 
current being carried by the conductor changes 
radically and rapidly. Such conductors are surrounded 
by heavy low frequency (<100 Hz) ac magnetic fields. 
We’ve measured motor and inverter conductors at over 
1000 milliGauss at a distance of one foot. These are 
the very same types of fields being linked to health 
problems. Check out the index in Home Power #36 
under Electromagnetic Fields, you'll find a wealth of 
interesting info about our research into the beasties. — 
Richard Perez 


“Plugs” & Glow Bars 

My new house is 1/2 mile from the last power and 
phone lines. My next door neighbor is a 26,000 acre 
private game preserve, and 10 miles or so of trees on 
essentially unbuildable land in the other direction. | run 
16 Hoxans feeding 20 Trojan T105 batteries, a 2524 
Trace, and various other bells & whistles from the 
helpful folks at Fowler Solar Electric. Refrigeration is a 
Sun Frost RF12. The phone was an 800 MHz SMR 
business radio system, until cellular came to the area 
last year, now it’s cellular. The whole system works 
pretty well so far. We’ve been living on the site fora 
couple of years, and last winter was the first winter in 
the house. The main problem | now have is that in the 
winter, my heat is produced by heating 300 gallons of 
water in an outdoor wood boiler and pumping the water 
through the concrete basement. The circulator runs 
more than | thought it would; nearly constantly, so | 
have to run the generator any time | have more than 
one day without sun. Maybe next winter, I'll add a 
woodstove to the inside of the house. The house is a 
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post & beam super-insulated styrofoam sandwich panel 
design, with R-36 in the walls & R-45 in the ceiling. 
Maybe someday, I'll get a chance to tell you all more 
about it, with pics. 


Anyway, | had to tell you about what a lifesaver issue 
#35 was. | just finished installing a new built-in GE LP 
gas stove. When | was adjusting the burners and saw 
the infamous glow bars, | knew | was in trouble. When 
we bought the stove we made it clear what our needs 
were. At that time, we were so concerned about the 
draw of the clock and digital front panel that | installed a 
switch before the stove’s ac outlet, so we could turn it 
off when the stove was not actually in use. The 
salesman never mentioned glow bars, or we certainly 
never would have bought the stove. 


| immediately called the dealer (Sears), and they said 
they’d take it back, but that they knew of no other built- 
in stove that didn’t have glow plugs. That night, my 
wonderful Home Power came & | saw the letter from 
Renee Thompson. Thank you so much Renee! | called 
Peerless Premier’s 800 number (800-858-5844) & they 
are sending me info on the stoves. They said they’ve 
gotten /ots of calls from the mention in Home Power. | 
also called GE to see if there was any modification | 
could do to make the glow bar go off once the burner 
lights, as | really do not want to have to pull out a built- 
in stove and put in another. They said “no way”. | asked 
them to please pass on to their product planning people 
how, even outside my particular circumstances, terribly 
inefficient it is to have a gas oven that draws 400-500 
watts of electricity. That whole concept is the craziest 
idea | ever heard of! 


Brian Meyette, RR2 Box 579A, Cornish, NH 03745 


Hello, Brian. Thanks for amplifying our experience with 
the glow bars. Off-grid renewable energy systems have 
special appliance criteria. What may be considered 
super efficient on the grid may turn out to be a battery 
sucking son of a Phantom Load. In our case, | should 
have been able to spot the problem from the stove’s 
120 vac power cord. | should have asked myself why a 
propane range need such a heavy 120 vac power cord. 
| didn’t and | trucked the stove all the way home and 
installed it before | got the bad news. If your gas stove 
comes with an electric cord, then investigate very 
carefully how much electricity the stove requires. — 
Richard Perez 


Solar Stills 

After playing with solar distillers for the last couple of 
months, it was good to see an article in Home Power. 
(“Clean Water from the Sun” by Laurie Stone, HP #36.) 
| can concur that insulating the tank improves efficiency 
a great deal. My current design uses two inch foam 
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board insulation and produces close to a gallon per day 
using a 2 x 4 foot collector (about five liters per square 
meter). The foam board also adds structural rigidity to 
the ‘still. Blue foam is probably the strongest, but | 
couldn’t find any locally with the right thickness so | am 
using black board with a rating of R-18. 


Your readers should know, however, that not all types 
of plastic are suitable for solar still construction. The 
second unit | built used sheets of 3/32 inch ABS plastic. 
This material was a nice opaque black color and had a 
textured surface — perfect for the application, or so | 
thought. The first problem was that the plastic began to 
buckle and warp after a few weeks of operation. Even 
the PVC tubing used as the pickup trough was curling 
up in the heat. (Much of the damage occurred when a 
reflector was added on a particularly warm July day, 
generating temperatures high enough to produce 
scalding steam). 


The second problem was even worse: The ABS was 
out-gassing and contaminating the distilled water. 
Passing the product through an activated charcoal filter 
removed the plastic taste, but this is obviously the 
wrong approach. | re-built the entire unit, replacing all of 
the plastic. The tank was constructed of printed circuit 
board material (sheets of fiberglass plated with copper) 
painted with selective black paint, and copper pipe was 
used for the pickup trough. (At the surplus outlet where 
| bought it, the PC board material was actually cheaper 
than the ABS.) It’s only been in operation a couple of 
days now, but | don’t anticipate any more melt-downs. 


There’s an interesting phenomenon that has repeated 
itself with all the stills ve built: their efficiency starts out 
very low and then increases over the course of a couple 
of week’s water production. | attribute this to 
contaminants on the glass causing drops of condensed 
water to fall prematurely back into the tank rather than 
running down to the pickup. After a while, these 
contaminants get scrubbed off by the operation of the 
still and efficiency rises to its maximum. 


Eric Williams WD6CMU, 5860 Clinton Ave., Richmond, 
CA 94805 


DC over ac 

One possible advantage of DC over ac may be with 
regard to the possible potential of the hazardous effects 
of electromagnetic field radiation. While scientists are 
still trying to decide if such radiation is a biological 
hazard, it would seem that we might want to keep this 
in mind. 


| am thinking primarily in regard to electric motors and 
potential increases of their use for transportation. Are 
there any disadvantages to DC motors as compared to 
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Most of the ac motors in my home (blender, refrigerator, 
etc.) radiate between 6 and 8 milligauss of magnetic 
radiation. While | have no DC motors readily available, 
my understanding is that DC current produces no 
magnetic radiation. 


Dan Baright, 281 N Jackson Apt #9, Lebanon, MO 
65536 


Sorry, Dan, but all motors produce ac magnetic fields. 
Brush type DC motors consume more current at some 
points in their rotational cycle than at others. In regards 
to the low frequency EM fields in electric vehicles, we 
have measured less than five milliGauss average ina 
Voltsrabbit converted by Mike and Shari at Electro 
Automotive (see Ad Index for access). — Richard 
Perez 


More on Lightning Protection 

Per our phone conversation on lightning, | received the 
back issues you referred me to and find they were quite 
good. | can add very little. One point not covered is the 
importance of not having any sharp bends in the 
grounding path. The large amperage in the conductor 
with its associated fields forms a one-turn motor. The 
electromotive forces will tend to straighten the 
conductor unless it is suitably restrained. 


An example is the attachment of lightning diverter strips 
to an airplane’s nose radome. These strips are bolted to 
the plastic radome at approximately six inch intervals. 
Where the strips are grounded to the airplane structure, 
the lightning path makes an abrupt 90 degree turn. In 
lightning laboratory tests the strips were torn off the 
surface locally to form a gentle curve at the point of 
grounding. The fix was to double the attachments 
locally. 


More to the point for your applications. Do not attach a 
lightning conductor to a ground rod with a 90 degree 
fitting, use an axial connection to prevent a strike from 
breaking the connection. Since the initial wave front of 
lightning is very steep (megaHertz), lightning in addition 
to being a direct current acts as an alternating current. 
Each change of direction restrained or not acts as an 
impedance in the total path to ground. The whole point 
of lightning grounding is to provide a minimum path so it 
is chosen over other possible routes. 


Gordon K. Greene, 6565 E Beach Rd, Port Angeles, 
WA 98362 


Good advice, Gordon and thanks for sharing it. 
Lightning is best conducted to ground via a straight 
path. Here basic physics and the high rate of current 
change per unit time favor a straight path. — Richard 
Perez 


Resistant? 

| really like Kathleen’s “Home & Heart” column. My 
favorite articles are the bio’s of RE in action and how 
people transformed their lives & lifestyles. Keep up the 
great “work” you're doing. It’s so great to read a 
magazine that reads like we talk. Why is it that with 
every trip | make to the Southwest (AZ, NM — you 
know the sun states!?) | am continually appalled at the 
lack of solar energy applications? Flying over Phoenix 
yielded so few PV cells or collectors viewed on roof 
tops. Am | not looking in the right places or are the SW 
people (on the whole) resistant to RE??? 


Joan Lucero, 13525 SE Marsh Rd, Sandy, OR 97055 


Hi, Joan. Thanks for your comments. | don’t know 
about solar hot water and photovoltaics in the 
Southwest, but | have a sense that solar cooking is big! 
The vast majority of the entrants for our solar cooking 
contests hailed from the Southwest. I'd be overjoyed to 
see that solar cooking happened say, in Minnesota, 
too. Come to think of it, we have quite a few readers in 
the Southwest, and | know there’s a few active solar 
citizens’ groups down there. It may take a few years 
until solar hits the mainstream. — Therese Peffer 


In Retrospect 

| have been a subscriber since issue 21. Your 
magazine has been the most informative and helpful 
tool that | have found. | only wish that | had discovered 
it before | began installing my system. Well, | was not 
too far along and didn’t make too many mistakes, but | 
know in retrospect that | would have done things 
differently with the knowledge gained from HP. 


| have a remote cabin in northern New Hampshire 
(about 70 miles south of the Canadian border) that is 
used about once a month for four or five days. Since | 
am not in full-time residence, | am in a very different 
situation than most of the people and systems that you 
write about. | enjoy reading about systems large and 
small as something can be learned from each article. 
But | particularly like the articles about small systems as 
they tend to relate more to my situation. | don’t believe 
that you have addressed the part-time PV user. 
Solutions that are practical and economical for the full- 
time resident are not always solutions for someone like 
me. For example, | cannot justify the cost of a Sun 
Frost refrigerator or even a Servel that would be used 
only about a month each year. | enjoyed Therese 
Peffer’s articles on her small system as her system has 
more relevant to my situation. But she did not mention 
refrigeration. 


| have solved most of the problems (or am on the way 
to solving) with plumbing, water supply, heating, etc. 
Refrigeration is the major unsolved problem. We have 
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for years used an icebox (1930's vintage) picked up at 
an auction for 15 bucks. | replaced the insulation and 
door seals. It does an adequate job but has its 
drawbacks. Years ago we had a local ice house and 
could fill the box for fifty cents (the same amount of ice 
costs about 10 bucks today). When the ice house went 
out of business | began to make block ice in a recycled 
refrigerator crisper pan in my freezer at home. | can 
take enough ice in two large coolers for three or four 
days in summer; then we have to purchase ice for the 
remainder of our stay. The coolers take up a lot of 
space in my small wagon and it is not convenient. 


In my situation would it be practical to purchase a small 
inverter and a small (about 3—4 cubic foot) refrigerator? 
Perhaps at a cost of about $500. What size inverter 
would | need? | also wonder about the time it would 
take to get the temperature down to operational temp. if 
the frig was shut off between stays, and what this initial 
energy requirement would be versus running the ‘frig 
continuously all summer. 


Finally, as to the new look for HP. | was subscriber to 
Mother Earth for many years until it went YUPPY and | 
was concerned that HP might go the same way with 
glitzy ads and trivial articles. At this writing | am pleased 
to say that | think that you have made a good 
compromise. The articles are down to earth and as 
helpful as always and the mag has become more 
attractive. Keep up the good work. 


Richard A Kenyon, 37 Danielson Pike, Foster, Rl 02825 


Hello. Richard. Thanks for the feedback. | would use a 
small Sun Frost refrigerator in your application. Turn it 
on when you're there and off when you're not (leave the 
door open when the reefer is off). | would expect a 
small Sun Frost (4 cubic feet) to consume the energy 
produced by a couple of modules or less. Why use an 
inverter when these super-efficient refrigerators are 
cheaper and more efficient at 12 or 24 VDC. If you add 
the cost of the inverter, the additional PV power, the 
additional battery storage, and the added inefficiency of 
a standard, small 120 vac reefer, then the $1000 price 
tag for the Sun Frost is really less expensive— Richard 
Perez 


Via Auckland 

Your new format looks great, enough of the negative. 
The information you have published over the years has 
helped people all around the world, people who without 
this information would probably still be using candles 
and kero lanterns and/or running their generators 18 
hours a day. 


| have been involved with AE here in New Zealand for 7 
years. The industry is alive and well here in New 
Zealand. We have only a small population but there are 
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many people living off the grid (utility). Power has been 
supplied in many cases by generator sets. Now many 
of these sets have an inverter/charger and battery pack. 
Running costs are reduced and there is available a 24 
hour power supply without the noise of a generator 
thumping away all day and half the night. 


Solar and wind together as a hybrid works well down 
here. There are also quite a few stand alone solar 
systems up and running also. We have a local wind 
generator manufacturer working hard to provide a 
machine that can stand our hellish winds. This is a 
good test ground for wind generator survival testing. 
We have had trouble with U.S. manufactured wind 
generators down here. They work well but have trouble 
surviving the hellish winds that prevail in the coastal 
regions of this country. 


Looking forward to reading your test results of tracking 
versus fixed arrays. 


Graeme Mcintosh, POB 27-277, Mount Roskill, 
Auckland, New Zealand 


Thanks, Graeme, for the words about RE in New 
Zealand. We have many readers from down under. We 
are still conducting testing on trackers, and PVs. Look 
for an article soon. — Richard Perez 

Possibilities 

First and foremost, enclosed is a check for a 2nd class 
subscription renewal. I’m looking forward to another 
year’s entertainment! 


| wanted to extend a sincere “Good Job!” to the Home 
Power crew for putting together a diverse and 
interesting magazine. As an electrical engineer who has 
worked in power electronics for a half dozen years, it’s 
not the technical information | enjoy so much as the 
inspiration and “imagining the possibilities.” 


When | look at the exploding technology around us — 
CD players, PCs, right down to computer controlled 
washing machines — | see applications that have taken 
off due to consumer demand. If only we could get that 
interest in alternative energy! The technology is there. 
The interest isn’t. A PV system is so much less 
elaborate than a modern TV set, yet PV systems and 
components lag far behind in utilizing existing 
technology. Some examples: Peak power point 
tracking. DC to DC converters. Embedded computer 
control. Yes, there is some use of these, but not much. 
Home Power magazine helps me keep my hopes up 
that someday our society will see the sun as energy, 
not just light. 


Also kudos for Chris for trying to make the ugly 
understandable, via Dr. Kluge. It’s not an easy task, as | 
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can attest! 


Letters to Home Power 


Finally, a concern, that reviewers for Home Power are 
careful not to “slant” the facts. An example a recent 
review of a DC electric heating pad. Yes, I’m sure it’s 
nice. I’m sure it produces far less electro-magnetic 
fields. But the article made a big deal of the power it 
used versus an ac model, without mentioning a size 
difference. Ac and DC resistance are equally efficient, 
and the article implied otherwise. The pure merits of the 
pad reviewed were sufficient for a “thumbs up”. I’m 
disconcerted the review wasn’t as clear as it might have 
been. 


The new magazine format looks fine. Good job in 
making an informed decision. 


Time to get off my soap box. 


Eric Richardson, 4200 Spanish Bit NE, A301, 
Albuquerque, NM 87111 


Sorry that the article on the heating pad (HP#29, page 
58) was misleading. You are correct — ac and DC 
resistive heating are equally efficient. The point that | 
was trying to make was that the heating pad had much 
lower EMF and that the amount of heat produced was 
sufficient. Guess it boils down to the thermostat | — 
Karen Perez 


Hi Eric, thanks for the comments. Chris’ articles have 
helped me immensely. Time for me to get on my soap 
box — why do you think there’s not a wide interest in 
solar? | think part of the problem is public perception. 
At the REDI conference | was surprised to hear the 
architects from SMUD remark that they had to change 
the name of the passive solar design guidelines from 
“solar” to “natural”. The term solar would actually 
dissuade people from that design! Solar was sure given 
a bad name fifteen years ago. Part of the answer, for 
me, is education. Tell people, they forget. But immerse 
them in a solar-hot shower and stuff them full of solar 
cooked cake, and maybe we'll get somewhere. — 
Therese Peffer 


Sailing Does Count 

Your magazine looks awesome! | hope you can 
maintain the human touch which has made HP stand 
out from all the magazines | know. 


| just finished a 10 month cruise from the west coast to 
the east coast on “Longhope”. Carved 3 new wind 
generator props and lost the propeller from my towable 
generator for Hamilton Ferris. 5,600 solar miles — 
sailing counts doesn't it? 


Bill Oldfield, POB 1536, Blowing Rock, NC 28605 


Not only does sailing count, Bill, | wish 'd have gone 
with you! If applying RE at a homestead is a walk in the 
park, then doing it afloat is climbing Mt. Whitney! Write 


us an article about how your RE systems worked on 
the cruise. — Richard Perez 

Big Wind 

| visited a real honest to goodness wind farm located in 
Central Massachusetts. The farm consists of eight 40 
kW Enertech three bladed down-wind, wind machines. 
WOW!!! 


One quarter of a mile down the hill from where they are 
located, on the other side of a stand of trees that were 
located between me and the machines, the sound 
emanating from them was as loud as a mosquito. 


They do make quite a bit of racket though when 
standing right under them. | learned about the wind 
farm from an environmentalist who was opposed to a 
plan by U Mass, Amherst to install an 80 foot tall, 250 
kW two bladed down-wind ESI machine atop a local ski 
resort. The environmentalist claimed big noise would be 
heard far away from this machine. Doesn't appear to be 
the case. 


By the way, U Mass has reactivated their old “Wind 
furnace” house. The same one seen in Don Macier’s 
“Wind Power for the Homeowner” book, now out of 
print. U Mass currently has about eight old ARCO 1 foot 
x 3 inch mods at 1 amp atop this house on the roof. 
Mounted vertically on the south wall are three or four, 4 
x 2 MOR FLO air heating panels. Each has a small fan. 
Next to the PV modules up on the roof is mounted a 
rack of SUN FAMILY solar domestic hot water panels. 
These are integrated storage type of panels that drain 
back at night. Even though there is an evacuated tube 
to insulate the tank, these panels lose mucho heat to 
the night sky in this climate. 


These U Mass guys have a PV module from pre-ARCO 
Solar. Solar Technology International! The ASME 
student section at U Mass Amherst is also working on a 
solar car for this year’s Mexican Solar Car Race. 


Keep up the good work. 
James Mell, Wilbraham, MA 


The Good, The Bad and.... 

| consider my copies of Home Power ‘almost 
sacred”...which is why | won’t cut so much as even a 
coupon or subscription order blank. Hence, my renewal 
is a photocopy. This is the way | felt about Mother Earth 
back in the early days when they were so poor that they 
printed like a small town newspaper — but every issue 
was a gold mine of information. My early copies are 
now almost beyond price because they are complete 
and not chopped up. Years later Mother went “slick”, 
became so rich and famous that she had an office a 
few blocks from Wall Street, and her new city-slicker 
owners lost touch with the land...It is my opinion that 
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that is when Mother became so slick and fluffy that she 
no longer had room for substance. That’s when | quit 
subscribing. A few years later Mother claimed to have 
“regained her senses” and contacted all the old-time 
subscribers and quite literally pleaded with us to “try 
one more time”. So | sent in my money, got my copies, 
observed (in my opinion) that little had improved, and 
dropped her like a hot potato. Although | see a similar 
sequence of events happening to the production of 
Home Power, the “substance content” is actually 
improving and it appears Karen and Richard have all 
good intentions of NOT letting “progress” corrupt their 
fantastic magazine...time will tell. 


Dave Kemmer, Oronoco, NM 


Stick with us, Dave, Karen and | are dedicated to 
getting the word about RE out to where it will do the 
most good. HP's new face lift is our attempt to put the 
same info into a nationally palatable package. Stay 
tuned to see if it works! — Richard Perez 


The Ugly 

Aaaah! Among the deluge of glossy-paper magazines | 
always enjoy receiving Home Power on its newsprint 
paper. With the change in format to glossy paper it will 
cost me 3 cents/pound to dispose of Home Power— as 
much as | hate to admit it | don’t save all the issues. 


Keep the quality articles and information but bring back 
the newsprint. 


Lise Kowaski & Selby Jones, Worcester, VT 


Well, Lise, no chance of the muddy ole’ newsprint back. 
Coated paper for recycling is actually in short demand 
right now in some places. Encourage your local 
recyclers to get off their butts and give you a break on 
coated stock. A back issue of Home Power will cost 
you about 1.5¢ to recycle. We’ve heard of our early 
issues changing hand for $50. So instead of recycling 
your HP immediately, wait two or three years and you'll 
be able to sell it for more than it cost. — Richard Perez 


Building an electric-assist HPV 

Great article in HP#33. Seems criminal to crush the 
Honda after such a fine conversion and successful 

racing. Oh, well. Maybe Honda will reconsider? (Or 
keep it for themselves?) 


| plan to convert an Easy Racers “Tour Easy” 
recumbent bicycle to include electric-assist power. (Zhp 
motor max) After that, my wife and | are planning to 
build an EV. 


Tom & Tess Danaher, Sebastopol, CA (707-874-1156) 


Hi Tom. Many people have asked about the Honda. 
American Honda is considering donating the Honda to 
me. | will remove the electrics if it has to go back. 


Letters to Home Power 


Let HP know how things go with your HPV electric- 
assist project. | can’t think of a more practical platform 
for sane transport. Actually, you can probably get 
sufficient help from a ‘4th hp motor, since most PM 
(permanent magnet) and all DC motors will deliver 
several multiples of their continuous hp rating for short 
periods. There’s a big difference between an electric 
HPV and a HPV with electric assist. Remember, PM 
motors also offer easy regenerative and dynamic 
braking capabilities. Good luck. — Michael Hackleman 


Keeping your Electric Warm 

| enjoyed your article in Feb/Mar issue of Home Power 
magazine. | am converting a ‘87 Honda Civic wagon, 
2WD and will have a bit more room than your Honda 
VX to play with. Gross vehicle weight rating is 3,010 
pounds. 


The car will be used mainly for my commute back and 
forth to work, 14 miles one way. There are 4 miles of 
stop and go, and 10 miles of 3-lane, 60 mph highway 
on flat Ohio roads. 


Do | need 20 batteries like on your VX? Will the 20 hp 
DC motor accelerate my wagon safely onto the highway 
onramp? If | use the gas tank area for batteries, | will 
need to lay them on their sides. Will the sealed gel cell 
(i.e., Prevailer) type battery work in this application? Will 
there be room for a small heater (gas-fired) type under 
the hood? Ohio winters are cold! 


Joseph Fulford, U.S. Navy 


Dear Joseph, Ten 12 Volt batteries in my Honda VX 
gives me a bit more than 30 miles range — 5 miles stop 
and go, 15 miles freeway cruise, and 10 miles up and 
down some serious hills. The figures go up 80% by 
doubling the size of pack. Both figures represent 
complete discharge; use 50% of these values for good 
battery service life. The big Advanced DC motor (9 
inch, 20 hp) is necessary to pull the hills at soeed, and 
ensure onramp performance for your vehicle’s weight 
range. 


| wouldn't recommend gel cells for an electric just yet. 
Discharge currents of 300 Amps would hurt most gel 
cell types. | know that you don’t have much room. My 
rear battery box is sheet steel welded together, slipped 
through a rectangular hole cut in the body, welded all 
around. It ties into the rear wheel suspension supports, 
so it’s quite solid. Steel bars bolted across the top of 
the steel battery box will keep the batteries in place in a 
rollover or big collision. These support for the lexan 
covers (showtime) or rear plywood deck and rug 
(normal life). 


Standard household electric floor heaters (or 
equivalent) will keep the car's interior toasty for cold 
weather use. Many of these will operate directly off a 
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120 VDC battery pack without modification. Full ON, 
this will affect your range by only 5%. A better scheme 
is to use a timer, and allow the heater to connect 
directly to the incoming 120 vac to your charger. This 
way, the heater turns ON before you operate your car. 
It's so nice to get into a warm car on a cold morning! 
Both Solar Car Corporation and Solectria offer 
heater/air conditioning units for EVs. 


There are several ways for keeping your batteries 
warm. You'll need both insulation and an electric 
heating pad/wires. Allow room for this when you design 
your battery cradles or boxes. Wire them to work off 
your pack directly (DC when mobile) or when you're 
plugged in (ac while parked). 


Try to set up worksite recharging. That way, you leave 
work with warm batteries and a warm cab. This avoids 
any potential freeze-damage to your batteries sitting 
partially discharged at work, particularly in cold 
weather. At home, garage the EV to minimize the 
amount of pack heating needed. — Michael Hackleman 


EVs are No Joke 

| am currently converting a 1981 Volkswagen Rabbit 
using the Electro Automotive Voltsrabbit kit. | have just 
started taking the car apart in anticipation of the arrival 
of the kit. 


To my surprise and delight, | am receiving tremendous 
interest and encouragement with fewer and fewer 
extension cord jokes. | think the general population 
concedes that a change is needed. 


R. W. McConchie, Oak Harbor, WA 


Dear R.W., | hope that you'll send me photos and a 
story on your conversion using the kit. In California, we 
call that “sharing the experience”. 


Nowadays, as you've discovered, | find little ridicule 
from anyone over the subject of EVs. Curiosity is a 
better description. Surprise, once I’ve answered their 
questions. And, finally, envy, that | am able to change 
my way of getting around. When you do a good job of 
making an EV, people can see how simple it is, and it 
encourages them. It’s important that they feel like it’s 
something they can do for themselves. Until they’re 
available on the showroom floor at reasonable prices, a 
conversion is one of the few ways to get an EV. — 
Michael Hackleman 


Motorized Bicycles 

I’m interested in motorized bicycles or light vehicles of 
bicycle type construction. Living in the flat central valley, 
it's easy to pipe dream designs that would boost 
cruising speed and not worry about uphill weight 
penalties. I’m favoring a trailer design where a power 
module connects to an unmodified bicycle and pushes 


it, constant torque, on and off control. I’m hoping to 
access appropriate parts, people, and plans for all 
types of alternative transportation. 


Roger Madison, 124 Russell St., Winters, CA 95694 » 
916-795-2555 


Dear Roger, Good ideas. I’ve included your phone 
number so that interested readers have a way of 
reaching you directly. 


Low weight is critical to performance in all electric 
vehicles. It is more important than aerodynamics. Stop 
and go driving, and hillclimbing ability gets easier 
(lower hp) with low weight. Scratchbuilt-EVs, like the 
Leeds Speedster, are proof enough of that. One half of 
its 600 pound curb weight is battery weight. Talk about 
a visceral experience! Of course, the Speedster uses 
motorcycle technology. 


Bicycle technology seems strong enough for curb 
weights up to about 50—75 PPW (pounds per wheel) as 
a two-wheeled EV. Or 40-50 PPW as a three wheeler. 
Watch out! Even rims with a high number of spokes will 
bend or collapse on sharp turns at speed. — Michael 
Hackleman 


Ideal EV Site 
Since we only have 30 miles of paved road in the 
country, it’s not out of EV range. 


M. Trevor, Marshall Islands. 


Dear Michael, Most islands are natural places to 
convert to electric propulsion. Not only is the range not 
an issue, it’s often helpful to the economy to stop the 
import of fuel. It’s unfortunate that someone doesn’t 
crunch the numbers to see how well solar, wind, and 
biomass can be in these areas. Of course, it isn’t easy. 
As a utility, you have to supply power on demand, and 
the uncertainties of experimental systems feel as useful 
as a greenhorn in a stampede. — Michael Hackleman 


Seatien’ 
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Things to do 
1. Pick up tofu at the co-op. 


2. Take cans to the recycling 
center. 


3. Check mailing label on latest 
H ome P ower issue — may 
need to renew. 
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Lighting 


Does anyone have a simple economical solution to 
powering up fluorescent lamps during brownout 
periods? 


Promptly, each evening our grid power of 240 volts, 50 
cycles falls below what’s required to fire these lamps. 
Our solution has been to switch on early those lamps 
necessary for essential lighting — what a waste! 
Perhaps some form of electronic ballast/starter is 
available? 


Thanks and keep up the good work. John W Roach, 
POB 4, Chiang Dao, Chiang Mai, Thailand 


Hello, John. Use switching type ballasts instead of 
magnetic coil/capacitor ballasts. The “electronic” 
switching ballasts will start at very low voltages and can 
be purchased for long tube fluorescents as well as built- 
into compact fluorescents. We like the Osram brand 
and they are available in 240 volts, 50 Hz. models. — 
Richard Perez 


Nicads & Inverters 

| need some help and advice on inverters and | thought 
you may be able to help me out. | am currently using a 
Trace 2012 inverter on nicad batteries that are being 
charged by six Solarex MSX60s. However, the inverter 
shuts off before the batteries get fully charged because 
their voltage is too high. After putting in a charge 
controller, | can keep the inverter running but can’t fill 
up the batteries. What can | do? | want to get a bigger 
inverter, but | can’t find any that won’t shut down 
because of high voltage. Are there any inverters that 
will handle the higher nicad voltage. | would consider 
going 24 VDC and removing one cell if that is the only 
way to go. Any advice or information would be greatly 
appreciated. Todd M Tollefsrud, RR1 Box 107, Sugar 
Grove, MN 55974 


Hello, Todd. There are two solutions. One, buy an 
inverter which is compatible with the cycle voltage 
variations of alkaline cells. We are now using two such 
inverters: the Exeltech 1000 watt (high voltage cutout at 
17.5 VDC!) and the Dynamote 2300 watt. Both are sine 
wave models and will operate in the 16 VDC range. 
Both these inverters work well with our nicad battery 
(ten series connected cells making a nominal 12 VDC). 
In the world of modified sine wave inverters, PowerStar 
and Dimensions Unlimited both make models which 
operate at 16 VDC or higher. The second solution is to 
move your system voltage to 24 VDC and use 19 series 


Q&A 


connected alkaline cells. This brings the cycle voltage 
profile into the same window as a 24 VDC lead-acid 
system. You are not alone in this problem. Many of us 
are applying equipment like inverters in alkaline 
systems when the device was originally designed to 
operate in a lead-acid system. — Richard Perez 


Sintered Plate Nicads 

I’ve read the Complete Battery Book and a shorter 
article of efficient nicad battery use, and I’ve profited 
well from your information. While | think I’ve grasped 
most of the characteristics of nicad cells, | am still a bit 
confused about how sintered nicad cells die. 


With proper use, sintered nicad cells are supposed to 
last about 1000 charge cycles. What happens after 
that? As | understand it, you can damage one of these 
little guys in the following ways: 


1. If the cell is overcharged at a high current rate (say 
C/5 or faster), overheating can result in venting or 
explosion. Result: permanent destruction of cell. 


2. After numerous charge cycles, dendrites form and 
cause internal shorting, preventing the attainment of a 
full or even partial charge. This problem can be 
successfully treated by zapping. 


3. The memory effect characteristics of a sintered nicad 
cell can reduce its ability to take a full charge. The 
problem is both treatable and avoidable through proper 
battery management. 


4. The frequent, complete discharge of a cell, or 
storage of the cell in a discharge state is supposed to 
be harmful. I’m not sure what the consequences of this 
practice are. 


Is the 1000 charge life span governed solely by 
dendrite formation, and if so, does successful zapping 
allow an indeterminate afterlife? If dendrites aren’t the 
end, what is? Does physical construction of the nicad 
cell eventually deteriorate, as the lead plates will in an 
automotive battery? 


Thank you very much for your help. | hope the 
Complete Battery Book is available again someday, as 
it is an excellent work. David J DeLaurant, 1505 N 
Lafayette, Fresno, CA 93728 


Thanks for the encouragement, David. I’m working on 
the revised edition. In terms of the actual cause of 
sintered plate demise, my money is on improper 
cycling. If the cell is overcharged to the point of venting, 
then water is lost from within the cell. Eventually the 
cell dries out. Repeated minor ventings will dry a cell 
out in as few as fifty cycles. If cells are to be charged at 
greater than C/10, then they must be monitored to 
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Dendrite formation is an “old age” problem for sintered 
plate nicads. After fifty or more cycles, the powdered 
active materials grow dendrite “whiskers”. This is a 
natural and unavoidable consequence of the 
electrostatic fields surrounding the chemical bonding 
that takes place during charging and discharging. 
Eventually the dendrites penetrate the separator 
between the anode and the cathode. Here they form a 
high resistance short circuit within the cell. The cell's 
voltage drops during both the charge and discharge 
cycles. The cell’s self-discharge rate increases 
radically. The best defense against dendrites is regular 
recharging using high current pulses (~5C) with a very 
low duty cycle (<5%). (See HP#30 for nicad pulsar 
homebrew) 


Regular complete discharges will not harm the sintered 
plate cell. This is what they are designed to do. What 
will harm them is overdischarging resulting in polarity 
reversal. This is easily possible if the cells are being 
discharged as a battery. Storage is best done with the 
cell fully charged. Nicads like regular use. Prolonged 
storage results in decreased cell lifetime and capacity. 


As to why sintered plate nicads die? Well, one or more 
of the above problems eventually gets them. There are 
millions of cells out there. They are all getting used 
differently. My best bet is repeated overcharging 
resulting in venting which dries the cell out. — Richard 
Perez 


Series Strings 

| enjoyed visiting with you at Amherst about the drain 
down nicad conditioner. Plans are found in Popular 
Electronics, May 1993, page 31. Input is DC. Resistor 
changes are shown to accommodate 2-8 cells nicad 
packs. Parts & PC boards are available from Peripheral 
Products, 813-835-8088. 


We’re planning to put the generator in our stand alone 
machine shop on reduced hours. Eventually for backup 
ina pinch. The new system will have to start and run 3 
hp, for sure, and probably 5 hp motors. A 120 VDC 
battery bank has been suggested. Nicads are my 
preference. Would stringing 100 reconditioned nicads 
together run a major risk of having a low capacity cell 
reduce the capacity of the whole string? Would 5 
strings of 20 cells actually give me more battery 
capacity? Br. John Carr, SJ, St. Francis Mission, 
Rosebud Reservation, Box 499, St Francis, SD 57572 


Well, John, every battery is at the mercy of Kirchhoff's 
Law. In any series circuit, the current is limited by the 
highest resistance element in the series string. In the 
case of series connected cells, the capacity of the 
resulting battery is limited by the weakest cell. The 
more cells in series, the more a bad cell will affect the 


capacity of the resulting battery. This is true of all 
battery technologies, not just nicads. The success of 
any battery using 100 series elements will rest on the 
guality and uniformity of the cells. If you were using 
brand new cells, then I'd say go for it, but with 
reconditioned cells, you'd better stick with as few series 
elements within the battery as possible. This allows you 
to shuffle the cells into configurations of similar capacity 
cells. Our battery here at Home Power consists of 150 
reconditioned HIP-10 Nife nicad cells. We use ten 
series cells to get 12 VDC and then parallel 15 of these 
ten series cell strings. Loss of a single cell causes a 
loss of 6.6% of the battery’s capacity. — Richard Perez 


Battery Venting 

| recently attended the Midwest Renewable Energy Fair 
in Amherst, Wisconsin, in particular a workshop on 
batteries by Robert Wills. He mentioned the necessity 
of ventilating a battery room, which he said you solved 
by installing a device which would activate a fan when 
the battery began gassing at a particular voltage. 


| have a similar problem. | was unable and unwilling to 
install a vertical vent through the roof, but had to settle 
with a 7 foot horizontal duct pipe. | realize that 
ventilation of a battery room would be adversely 
effected by the horizontal run. A voltage activated fan 
be ideal for my situation. Could you please explain how 
you did this? Also, is there any danger of the fan 
igniting the hydrogen? Wolfgang Weiss, RR 3, Perry 
Sound, Ontario P2A 2W9, Canada 


Hi, Wolfgang. Use a sparkless fan. Almost all the DC 
“muffin” type fans are brushless and sparkless. We use 
two in our battery room. Use the circuit in Home Power 
#33, page 80 to switch the fan(s) on at the appropriate 
voltage. — Richard Perez 


Metering 

| have read and reread the article on Cruising 
Equipment’s Amp-Hour +2 in HP#26 trying to figure 
how it would fit into my solar system on my 5th wheel 
trailer. | am sure just how it works and if it would tell me 
what | want to know. 


| understand, from the article, | probably would use the 
Amp-Hour +, not the Amp-Hour +2. 


My system is composed of four panels (two ARCO M75 
and one ARCO M59). My lead-in wires are four #10 
stranded wires hooked-up with two on one pair of 
panels and two on the other. They are hooked-up to a 
Cave Creek Power Guard charge controller and then 
four Dynasty 105 Amp-hr deep cycle sealed gel 
batteries through the four #10 wires twisted together to 
make one + (pos) and one -(neg) to the batteries. The 
positive goes on the + (pos) on battery #1 and the 
negative is hooked to the -(neg) on battery #4. 
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| have a Heart 1200 W inverter to supply 120 V for the 
coffee maker, vacuum, sweeper, toaster, and whatever 
else | might want to use on 120 V. 


That basically is my system. | monitor the electric 
supply by a little Equus digital voltmeter and Amp-Volt 
meter in the controller. | have looked at those meters 
many, many times trying to guess how much juice | had 
left or available. It is my understanding that is four 105 
Amp-hr batteries, at full charge have 200+ Amps and 
0.75 Volts available. When | add up the amp 
consumption for a 24 hour period, it comes to nowhere 
near the 200 Amps available, but that 0.75 Volt will be 
almost gone, or 12.20 or 12.25 Volts indicated in the 
batteries. My original supplier (Solar Electric of Cave 
Creek, Arizona) says | should not pull my batteries 
below 12.25 Volts. 


| am not an electrician and understand only the very 
basics of electricity. | have not been able to understand 
how that 0.75 of a volt can carry all those 200 Amps of 
power. 


My big question is would the Amp-Hour meter help me 
to determine how much of my batteries | have used and 
how much | have left? Also, the pictures of the meter 
show the #100, how would it register the 400 plus amps 
in the four batteries. How long are the wires to connect 
the meter to the batteries; | would require at least 15 
feet one way to connect the meter to the batteries and 
have it where | could monitor it. One last question, is it 
simple enough to hook-up, or would | be wise to seek 
out help from a professional? Lyndon Granat, 3870 G 
1/4 Rd, Palisade, CO 81526 


Hello, Lyndon. Assessing battery state of charge with a 
voltmeter is difficult. Your best bet is an ampere-hour 
meter. Installation is relatively easy and the meter can 
be physically located up to 30 feet from the battery. If 
you aren't familiar with wiring, then get some help. — 
Richard Perez 


Car Heaters 

Lately, I've seen PV powered car fans to keep cars 
cool. Do you know of any PV powered car heaters 
and/or de-frosters? I’ve got a VW Rabbit. It has always 
achieved 40-50 mpg, but it’s not exactly a sauna during 
winter. John Nienstaedt, 717 East A St, lron Mountain, 
MI 49801 


Hello, John. Running a fan is very different from electric 
heating. The amount of energy involved is at least ten 
times greater. A car’s roof has more than enough space 
for a PV module large enough to run a fan, and even 
keep the car’s battery at peak charge. Resistance 
heating of the vehicle would require between 500 and 
1000 watts of power and would require a PV array 
much larger than the roof. Sorry, but look elsewhere to 
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warm up that Rabbit. Try contacting Mike and Shari at 
Electro Automotive (see ad index). They convert VW 
Rabbits to electric and are sure to have run into the 
heater problem before. — Richard Perez 


In the Desert 

Here in the desert my PV system runs more efficiently 
in the winter when it is cooler. | have ten old 33 Watt 
ARCO panels and | believe with the extra hours of sun, 
and the general brightness, that | get much more power 
than expected. | have four 6 V deep cycle batteries — 
tall ones. | run lights, TV, VCR, rock cutting machinery, 
small kitchen appliances and a Norcold chest 
refrigerator/freezer of about 2 sq. ft. capacity with two 
inches of hard foam glued to it. In hot weather | run a 
20 watt fan 12 hours a day with a couple of misters 
clipped on to it to cool an area about 20 degrees which 
is none too cool when it gets to 115° F to 120°F. In this 
heat my batteries show on the meter about 14.5 V at 
day’s end and 13.5 V in the morning in summer with the 
refrigeration keeping ice frozen. In the winter if it is 
sunny with a nice breeze | have to turn the refrigerator 
colder to keep the batteries from overcharging. When 
that happens the inverter won’t go on until | run a 900 
Watt 12 V blow dryer until the inverter kicks in. 


| have to keep things simple since | have to do it all 
myself and | really don’t understand a lot of this very 
well. | also have to finish building the house. | have a 
couple of questions. My Norcold is ac/DC but it kept 
burning out cig plug outlets on the DC so | run it on ac. | 
guess | could wire the DC cord into the wiring to the 
battery bank, but the cord is wide and flat and looks like 
it has 3 wires in it. How do | know which is which and 
where to put them? 


| use a variety of efficient fluorescents. A Phillips PL-5 
takes 9 watts and will not turn on the inverter. An 
Osram Dulux 11 watt with reflector will turn it on but a 
“Feit” SL18, 18 watt that sells locally for $6 will not turn 
iton. Why? Is the 11 watt using more start up power? 


| have a motion sensor security light in my unfinished 
bathroom by running the wire out of a vent hole and 
putting a small PV on the roof. | really like the light 
coming on automatically when | walk into the room and 
want to have that feature in the finished house. | have 
120 vac wiring but will put in 12 V wiring too. What kind 
of sensor could | use for this? They have small 120 vac 
ones that control non-fluorescents for about $20 but | 
don’t want something that would run the inverter all the 
time. | saw 12 V infrared sensors for security systems 
at Radio Shack for $60. Is there a better option, and 
could | run a compact fluorescent off these? | would 
also like some kind of dim night light to come on in the 
halls — the best | can think of is a 7 watt 12 V malibu 
blub since | don’t want to use a lot of watts for a dim 
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light. Even the 5 watt Phillips puts off a lot of heat, 
unwelcome in this weather if left on in a room. Would 
#10 wire be OK or should it be stranded? Pat 
Weissleader, Desert Hot Springs, CA 


Hi, Pat. Have someone who is experienced with 
electrical stuff help you wire the Norcold frig. A techie 
with a meter can identify the polarity and purpose of the 
wires easily and quickly. Without this knowledge and 
the instrument, you are flying blind and risk damaging 
the frig from reverse polarity. These type of 
refrigerators/freezers draw about 20 Amperes at 12 
VDC. It is a rare cigar lighter plug that doesn’t melt 
down at this current level. Hardwire the frig to your load 
center or DC distribution buss. Use heavy wire, big 
connectors, and/or solder. 


On the compact fluorescents, the problem isn’t really 
startup power. The Osram uses a high frequency 
switcher ballast that will trigger the inverter out of sleep 
mode. The other two fluorescents use magnetic 
coil/capacitor ballasts that will not wake up the inverter. 
In my experience, the Osram is actually more efficient 
than the other two and an all around better light. 


| seriously suggest that you operate your home 
exclusively via 120 vac. | have wired many homes for 
12 VDC including my own. Most of these systems now 
only use DC to power the frig and radio gear (RT and 
such like). Inverters are now very efficient at very low 
wattage levels. Consider the efficiency of a PowerStar 
UPG1300 is greater than 97% at less than 20 watts 
output. Wiring is much easier, cheaper, and passes 
inspection quickly at 120 vac. In my experience every 
home eventually collects one appliance that will keep 
the inverter running all night. The money you save on 
specialized appliances (like the motion sensor) will pay 
for an efficient all-night inverter. 


With regards to wire, the length of the circuit Is a critical 
factor for specifying wire gauge. Without the amount of 
wire in the circuit, it is impossible to spec the gauge. 
Whether it is stranded or solid makes no difference to 
the gauge size.— Richard Perez 


Re-wire? 

| just purchased a “monster module” of ARCO M52 
Laminates. | wired the modules per your diagram in 
HP#27 — four sets of four — series-parallel but, my 
open circuit voltage/short circuit current at noon in July 
(in central California) is 25 Volts, 22 Amps. Am | 
wasting my power if it goes into a 12 Volt SCI charger 
(30 Amp max)? Should | re-wire the panels to get 18 
Volts at higher amperage, say five panels in parallel, 
three sets in series (one panel left over out of 16)? 


| plan on adding a wind generator of about 600-100 
Watts next year. | also have four ARCO 36 cell (round) 


panels and four more of the ARCO M51 Laminates (not 
framed yet). Please advise me on the best set-up for 
my panels. What would be the best type of controller for 
a 12 Volt battery system to utilize the power of the 
panels that | have. 


P.S. My M52 Lams are Bronze blems but they seem to 
put out much more than advertised (5 Amps, 6 Volts, 
short circuit current/open circuit). J Williams Oliver, 
14701 Grizzley Hill Rd, Nevada City, CA 95959 


Hello J. Stick with four M52s in a series string. Open 
circuit voltage and short circuit current are very different 
from voltage and current at the module’s maximum 
power point. Check out the hot weather PV tests in 
HP#24. Three M52s in series will barely be able to 25% 
recharge a 12 volt battery on a hot day. Your array 
should easily be within spec for your charge controller. 
If you suspect that the controller is a bottleneck, then 
measure the voltage drop across the control when it is 
passing full current. If the control uses a relay for final 
switching, then the voltage drop should be less than 0.2 
VDC. If the control uses a transistor and series diode, 
then the voltage drop should be about 0.75 to 1.2 VDC. 
More voltage loss than this across the controller, and 
something has gone south. 


| would assemble all the modules into a 12 VDC 
nominal array. The modules are too dissimilar to use as 
a high voltage array with LCB downconversion. Use 
four Lams in a series string and wire everything else in 
parallel. l'd recommend a PWM type charge controller. 
We've been hearing much good feedback from owners 
of the recycled modules. Seems like the utilities should 
have hung on to them.... — Richard Perez 


Fax Fix 

| was reading HP #35 Q & A when | came across your 
reply to Ludo van Helsding about the earth loop 
problem on Fax machines. | am a Datacomm Engineer 
and was very surprised to hear that the line is earthed 
inside the Fax. Modem manufacturers go to some 
trouble to ensure complete isolation between line and 
equipment, i.e., line transformers, relays and opto- 
isolators. 


There are several options to solve this problem, 1) as 
you suggested, a separate unearthed power supply. 2) 
disconnect the link between the phone line and the 
equipment earth. This may sound drastic but it is how 
every modem | have ever seen is wired, including U.S. 
built modems. This assumes that the Fax uses the 
transformer etc. listed above and that the earth link is 
not required for the Fax to operate. On the machine | 
looked at, there was a place where a jumper could be 
installed which would connect the B leg to the mains 
earth. The jumper was, of course, not installed. This 
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would be my first choice. 3) use a Line 
Isolation Unit, usually used when 
connecting unapproved equipment to a 
phone line. This should float the line from 
the phone company. The LIU regenerates 
the DC from the line for the Fax and the 
ring current. Unfortunately these are 
usually mains powered which won't help 
Ludo. 4) use the circuit shown to right. 


This circuit requires that the grounded leg 

(the “B” leg) of the phone line is connected 

to the grounded input of the Fax machine 

and that there is no difference in voltage 

between the two. There was no difference between 
them at my home where the circuit was tested. But 
there was a 1.5 volt difference on our company PABX 
which stopped the ring signal which will, of course, stop 
the Fax answering and the line voltage dropping to 
trigger the circuit. The circuit will also operate when a 
phone or other device on the line goes off hook. This is 
necessary, as the requirement here is to keep the line 
isolated from ground whenever the line is in use. 


The circuit monitors the voltage on the phone line. 
When the Phone/Fax is On-Hook the 50 V flows 
through the 6.8 kQ current resistor, the 33 V zener 
diode into the opto-isolator, this switches on the photo 
transistor switching the external transistor which 
energizes the relay connecting the Fax battery to its 
charging source, e.g., a grounded battery pack. The 
relay must switch both leads to the battery to float it and 
must be heavy enough to handle the charging current. 


When the Fax goes Off-Hook the voltage on the line 
drops to much less than that required to make the 
zener diode conduct, this switches off the relay which 
floats the Fax battery from the rest of the pack allowing 
the Fax to work normally. When the Fax goes back on- 
hook the voltage goes back to 50V and the relay is re- 
energised recharging the battery. Note, the relay draws 
current only when the charging source is present, so 
doesn't load the Fax battery while the Fax is in use. 


The circuit could be modified by moving the base of the 
2N2222 to pin 5 of the optocoupler (the collector) and 
changing the values of the resistors and reversing the 
connections on the relay. This would mean the Fax 
battery would power the relay and by adjusting the 
resistor values the relay would drop out automatically 
when the Fax battery voltage got too low. If this 
happened while the Fax was in use the data being 
sent/received would be corrupted from the line until the 
battery was recharged. 


There are several deficiencies in this circuit, 1) It 
requires ensuring the polarity of the line and the Fax 


LO 


From Phone Co. 


Q&A 


To Fax 


6k8 


To 


33v zener Fax Battery 


are correct and also the monitor circuit (the last could 
be overcome by passing the voltage through a bridge 
rectifier before going to the rest of the circuit.) 2) It puts 
a continuous load on the phone line, but only about 2 
mA with the 6.8 kQ resistor. 3) Theoretically any circuit 
connected to a phone line should be approved by the 
appropriate authorities. As long as the connections to 
the opto-isolator are kept as far apart as possible (i.e., 
keep pins 1 & 2 away from 5 & 6) the isolator will retain 
its 3500 V isolation. The idea here was to make the 
circuit as simple as possible. | hope that all this babble 
hasn’t masked this. This circuit could also be used to 
switch on a light when answering the phone at night. 


| have sketched a more complicated circuit which 
should work if this circuit doesn’t. Simply, it floats the 
battery as soon as it sees ring circuit and then holds the 
relay until it sees the line voltage go back to 50 V. It has 
not been tested and may need some modification to 
work correctly. | hope the simple circuit will work in the 
majority of cases. | have also designed and built 
modems which use the current from the line to power 
the modem. They generally draw less current from the 
line and equipment, but that’s another story. 


Now to change the subject completely, can you give me 
an address for Advanced DC Motors as used by 
Michael Hackleman in his Honda Civic. Also, on 
Beyond 2000 sometime ago | saw a piece on a group in 
the U.S. building houses using old car tires filled with 
earth and straw. This concept appealed to me, have 
you heard of the method, maybe readers are aware of 
it? | am interested in feedback. | guess that’s enough 
for now, | hope the circuit is of use to you, and other 
readers, it will be cheaper than another PV panel. 
Justin Southam,17a Pimlico Pl., Newlands, Wellington 
6004, New Zealand 


Hi, Justin. See page 69 this issue for Advanced DC's 
address. Try Michael Reynolds of Solar Survival 
Architecture, POB 1041, Taos, NM 87571 « 505-758- 
9870 — Therese Sy 
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MicroAds 


Paral Paral 
Ke xe 
Rates: 10¢ per CHARACTER, include spaces & punctuation. 
$15 minimum per insertion. Please send check with ad. Your 


cancelled check is your receipt. 


TWO INVERTERS FOR SALE. Trace 2024 $1,000 UPS 
shipping included. Power Star UPG 1300 (used for 3 months) 
$750. UPS shipping included. Call Captain Tofu at 916-284- 
7849. 


JACOBS WIND GENERATOR replacement parts, new 
blades, and blade-actuated governors. We make 
replacement parts and have new blades for most all wind 
generators, pre-REA to present models. Many used parts, 
too. Lots of used equipment available: wind generators, 
towers, both synchronous and stand alone inverters, and 
Aermotor waterpumpers. Best prices on Bergey, Windseeker 
& Whisper Wind Generators. We pay shipping to anywhere 
in the lower 48. We stock Whisper wind generators. Lake 
Michigan Wind & Sun, 3971 E Bluebird Rd., Forestville, WI 
54213 Phone 414-837-2267. 


UNUSUAL HOW-TO SOURCES, 1993, describes 56 
periodicals & handbooks on backyard tech, camping, 
gardening, home education, low-cost shelters, travel, 
woodslore, etc. Includes all addresses. Free for SASE. LLL- 
hp, POB 190, Philomath OR 97370 


PURE CASTILE & VEGETARIAN SOAPS. Handmade in an 
AE environment. We also have hard to find natural bath & 
body care products. FREE catalog: SIMMONS 
HANDCRAFTS 42295 AE, Hwy 36, Bridgeville, CA 95526 


HYDROELECTRIC SYSTEMS: Pelton and Crossflow 
designs, either complete turbines or complete systems. 
Assistance in site evaluation and equipment selection. Sizes 
from 100 watts to 5 megawatts. Manufacturing home and 
commercial size turbines since 1976. Send for a free 
brochure. Canyon Industries Inc., P.O. Box 574 HP, Deming, 
WA 98244, 206-592-5552. 


LOW WATTAGE KIRBYS (110 VAC) As reviewed in HP#23 
Home & Heart, & HP#32 Things That Work. Rebuilt- 6 mth 
guarantee. 3 Amp- $175 4 Amp- $150, tools- $25 + UPS - 
$15-25. SANDERSON’S 20295 Panoche Rd., Pacines, CA 
95043 or (408) 628-3362 


ENERGY INDEPENDENCE WITH HYDROGEN! Homemade 
Hydrogen. 3 plans only $4.50. Information send $1.00. D. W. 
French, Box 3011-AEHP, Rapid City, SD 57709 


MAGNET KITS (Strontium ferrite) for The Homebuilt Dynamo 
cut to size and magnetized. Sample pair $12 (US) postpaid 
airmail; from Al Forbes POB 3919 Auckland, New Zealand, 
9-818-8967. 


12VDC FLUORESCENT BALLAST—reliable & safe, instant 
start, no flicker or noise, use for 10-20W. Send $8.00 to GSI, 
246 5th Ave #501, NY,NY 10001. 


ECOTRAVEL ABROAD. Free resource catalog: Transitions 
Abroad, Box 1300-3714, Amherst, MA 01004-1300. 


DIESEL GENERATORS “HANZI” 3KW to 20KW, from $1955 
complete turn key. Chinese Tractors 18HP to 30HP. CHINA 
FARM MACHINERY 23985 Rolling Meadows, Perris, CA 
92570 Tel (909) 657-0379 Fax (909) 657-8120. Dealer 
Inquiries Invited. 


XXXXXXXXX USED SOLAR MODULES XXXXXXXXXXX 
XXXXXXXXXXXXX 16-2000 - $145.00 XXXXXXXXXX 
XXXXXXXXXXX M51s - $175.00 XXXXXXXXXXXXXXX 
New PowerStar Inverter’s 1300 watts-$795. Trace inverter 
2512 $1095. 1000 watt sine wave inverter 48V $200, new 16 
cu ft gas refrigerator $1795, new & used ni-cads from AAA to 
250 AH. Will match or beat anyone’s prices on equipment. 
Call or write for free flyer. Craig, 10192 Choiceana, Hesperia 
CA 92345, 619-949-0505. Trade-in’s welcome. M/C VISA 
Discover accepted 


NEW AND RECONDITIONED NiFe CELLS .42 and .20AH. 
Pooled delivery available. New Siemens 75W PV 5.55W. 
Catalog 5.00 Energy Options, 1755 Coon Rd, Aspers, PA 
17304 717-677-6721 


EARTH-SHELTERED HOMES This definitive manual by 
noted authority Loren Impson features detailed building 
instructions for the amazingly affordable and practical Ferro- 
Cement Dome Home. Only $15 from Sun Life 209-H 
Wildwood Circle Hot Springs AR 71901 


ENERGY FAIR SPECIAL PV Modules - $4/WATT The 4 kW 
solar array that helped power the 1993 Midwest Renewable 
Energy Fair is for sale. These are used ARCO M-52’s, also 
known as Quad-lams. They are sold in sets of four, and are 
rated at 95 watts/set. The price is $380/set of 4, or $4/watt 
(plus UPS shipping). These same panels are currently being 
sold on the West Coast for $449/set + tax and shipping. Only 
160 panels are available. First come, first served! For details 
or to reserve your panels, call or write Lake Michigan Wind & 
Sun at E 3971 Bluebird Rd, Forestville, WI 54213, 414-837- 
2267 


FOR SALE — DAKOTA 20 amp 4000 watt windmill with 58’ 
tower, wire, etc. very good condition $3000.00 1-715-341- 
7498 Stevens Point, WI 


EDTA RESTORES SULFATED BATTERIES. EDTA 
tetrasodium salt, info., catalog, $10/lb. plus $3.50 ship. & 
handle. Trailhead Supply 325 E. 1165 N. Orem, UT 84057 


DONATIONS & VOLUNTEERS NEEDED: A Uganda- 
American looking for: 1) donations of home power equipment 
esp. solar & wind generators and all related low level 
technology, diesel generators, etc. for rural churches, 
hospitals & schools in Uganda, East Africa; 2) volunteers to 
teach how to assemble, install & maintain them. Write, call or 
fax: John M. Ssemanda, 1035 7th St, NW Washington, DC 
20001, phone & fax (W) 202/737-2863, (H) 301/384-3202 
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SATELLITE CABLE DIRECT, Complete C-Band satellite 
system. Includes: 10ft or smaller Winegard dish, Uniden 
4400 Super Receiver plus all other components including 
100ft of cable and Easy installation instructions. 1499.00. 
Send for a free brochure, 10907 Magnolia Blvd Suite 110, N. 
Hollywood CA 91601 818-753-0442 


WOOD HEATING COIL: would the gentleman who offered to 
make a coil for me please write back. Lost your letter. Scott 
Wilson, POB 2773, Big Bear City, CA 92314 


HYDRO POWER PLANT Trace Inverter 2624 SB Burkhardt 
Turbine 4 Nozzle #12 — 6 Volt Batteries 24 Volt operation 
plus acc. Total System $4000 or OBO T. Mason Box 491 
Arcata CA 95521 


65 Ft STEEL WINDMILL TOWER. $500. Located in Mill 
Valley, CA. Scott Bowman, 2 Bay Rd., Fairfax, CA 94930 
415-454-1990 


SELF SUFFICIENT HYDRO HOMESTEAD Secluded home 
20 min. from Grants Pass, OR. Licensed 10 hp hydro plant. 
53 acres in forest, some pasture. Good timber investment 
opportunity. Much more. 503-479-8517 


THE MEXICO YOU’VE ALWAYS LOOKED FOR. Relax in 
the sun. kitchenette apartments in small fishing village. 
Puerto Vallarta area from $225/week/couple. POBox 64, Ben 
Lomond, CA 95005, 408 336-5264 


DIESEL ENGINES — 5 hp air cooled 375.00, 35 hp water 
cooled 3 cyl. $2,595.00. IPS, 3070 Kenneth St., Santa Clara, 
CA 95054 Ph. (408) 988-1672. 


POWER2GO DC-AC INVERTER Ideal Emergency Power 
Source. 140w Continuous 200w 2min 400w Peak ONLY 
$84.95 tyr Warranty C.O.D., M.O. Free Shipping in U.S. 
SASE for Info A.C.S. POB 42161-H Phoenix, AZ 85080; 24hr 
Phone/Fax 602-780-4717 


TANKS: for homestead, fire, or trucks. WATER SYSTEMS: 
electric pumps, controls, pressure tanks. OZONE WATER 
PURIFIERS make bad water sweet. Free catalog & Free 
delivery. 1-(800) 655-9100. 


LAW SCHOOL GRADUATE with interests in small business, 
renewable energy, and sustainable agriculture seeks a small 
city or county seat west of the Mississippi for setting up 
practice. Write Peter Smith, 25 Monadnock St., Dorchester, 
MA 02125. 


BATTERIES: 2 Volt 200 A.H. at 8 Hr Rate $45.00 ea + S.H.; 
2 Volt 3300 A.H. at 8 Hr Rate $300.00 ea + S.H.; 2 Volt 1450 
A.H. Gell Cell 200 ea + S & H Cell Energy Inc. 1-800-321- 
0714 


PRECISION ELECTROMECHANICAL ENGINEERING — 
Call Charlie Bright at 206/ 630-8580 For Help with your 
hardware. 


FOR SALE: FOUR ARCO ASI 16-2000 solar panels, 33 
watts, 12” X 48” each panel, set of 4 — $630.00 + freight. 
Call Don Levonian at (703) 966-1545 7-4 pm or (703) 992- 
4710 After 5 pm. 


120 VOLT DC INVERTER made by Chad Lampkin 3,000 
Watt Continuous 120/240 AC output $3,200; Cruising 
Equipment Co. +2 Amp Hour Meter with Relay Control Board 
option $300; 60 225 Amp Hour 6 Volt Deep Cycle Batteries 
$45 ea. | am converting to grid intertie. This equipment was 
new Dec. 1992 All like new. Call Tim Meeh 341 Shaker Rd 
Canterbury NH 03224 603-783-4712 


PENNYLESS BUT CAPABLE PARTNERS WANTED for 
water heater/winter ice refrigeration business. We have 
Adirondacks farm, two empty cabins, enough food and 
firewood to last until when business gets rolling 518-883- 
3453 


20FT. LNTHS OF NEW 2/0 WELDING CABLE for batt 
hookups (or welding) $1.30/ft. + shipping .5Lb/ft. John 
Nowacki 1661 Eager Rd. Howell, MI 48843 9730 


VERMONT DEALER. Experienced, reliable, and honest RE 
dealer. PV, micro-hydro, and wind system design, sales, and 
installations. Quality components at competitive prices. 
Complete System Kits for do-it-yourselfers. We offer 
professional service on existing systems. Hot prices on Sun 
Frost refrigerators! Power Star inverter sale, POW 200W 
$99, UPG 400W $340, while supplies last, shipping included 
within 48 states. Send $2 for catalog. Independent Power & 
Light, RR1 Box 3054, Hyde Park, VT 05655 Call David 
Palumbo at (802) 888-7194. 


12V XMAS TREE LIGHTS. Assorted colors indoor sets. 32 
lights on 30 ft. cord 1.1AH. $10 each plus $1 shipping. Funny 
Farm, Box 117, Mad River CA 95552 


| WOULD APPRECIATE HEARING from people with Bowli 
or other non-electric composting toilets. Do they work well? 
Thanks. Charles McAlister, Box 64, Hasty, AR 72640 


MAKE INSTANT ETHANOL 10¢ a gallon or with free 
ingredients, for generators, cars, boats, etc. Solar Energy 
Projects. 200 MPG Carburetors. FREE Catalog #5B10, 800- 
577-6348 


For Sale — 32 Volt WC windplants and parts. Also, motors, 
tools, appliances, lightbulbs — all 32 Volt. Send SASE for 
list. M. Hackleman, POB 63, Ben Lomond, CA 95005 
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SOLAR ELECTRICS 
SOLAR ENERGY SPECIALISTS 


4060 Trapp Rd Fairfax, VA 22082 703-425-9712 


CUSTOM DESIGNED SYSTEMS FOR EXPEDITIONS, 
SOLARIZING HOMES, SOLAR SIGN LIGHTING, 
PORTABLE CONSTRUCTION GENERATORS, WATER 
HEATING AND MORE! 


Remarkable! 


Exercise and charge your batteries atany rpm you like 
Adjustable Generator: 
40 to 140 Pedal rpm in, 1 to 10 ampsout 
Pedal Systems 
P.O. Box 6, Westminster Station, VT 05159 
(802) 722-4122 


STOP BATTERY ONLY 
REPLACEMENT $49.95 
Our electronic device clips on to help your batteries last up to 
5 times longer than using a charger or chemicals. Only $49.95 
with satisfaction or money back guarantee. 
To order: send check to Battery Doc, P.O. Box 180846, Dallas, 
TX 75218. Visa or Mastercard accepted. CALL: 1-800-866- 
3750. Retail dealers needed. 


Shade complicating your solar plans? 
One quick reading with the Solar Pathfinder “takes all the guesswork 
out of predicting exactly how much sunshine your array will 
receive throughout the year.” (HP #16, Things that Work!) 


$195 w/ case and tripod, $118 for hand-held model (incl shipping) 
Solar Pathfinder, Rt. 2, Box 147, Hartford, SD 57033 
605-528-6473 VISA OR MASTERCARD ACCEPTED 


Measure EMF Pollution 
Test your home & office for potentially harmful Electromagnetic 
Radiation. The TRIFIELD meter is easy to use and is a 
sensitive tri-axis meter which measures Magnetic, Electric, & 
RF / Microwave Radiations. 


Special Price of $129.50 includes S&H (Visa/MC) 
Healthy Environments (303) 920-8780 
P.O. Box 423 « Snowmass « CO 81654 
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